UNITED STATES DEPARTIENT OF AGRICULTURE 
WAR FOOD ADMINISTRATION 
AGRICULTURAL ADJUSTMENT AGENCY 
Washington. 25, Di... 


July 1, 1944 


SPECIAL SERVICES MEMORANDUM - 107 Transportation-43 
Amendment, 1 


SUBJECT; Revised Procedure for Handling Appeals on 
Conversions of Steel-Wheeled Tractors and 
Farm Implements to Rubber 


Section V, Part A, page 13 of Special Services Memorandum-66, Trans- 
portation 43, dated March 24, 1944 (Transportation Handbook) contains 
procedure for handlinz hardship appeals on conversions of steel- 
wheeled tractors and farm implements from steel to rubber. That pro- 
cedure is superseded by the procedure contained in Section V, Part A, 
revised as of July 1, 1944, a copy of which is attached. 


Sufficient copies of the revised Section V, Part A, will be forwarded 
under separate cover to permit insertions to be made in each of the 
Transportation Handbooks now in your State and county offices. When 
replacing the present Section V, Part A, with the revised procedure, 
it will be necessary to delete paragraphs (c), (d), and 4(a) and (b) 
at\the top of page 15 of the Handbook. 


Quotas for tires to be used for conversions approved by the State 
committees will be forwarded to each State monthly. 


Attachment 
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Section V - AGRICULTURAL TIRES 


* 


M ~ 


j PA. Conversion of Steel-Wheeled Tractors and Farm Implements to Rubber 


Monthly State quotas on certain sized tires which may be used for conversion 
purposes in hardship cases will be established for the month of July and for 
succeeding months. Authority to take final action on appeals to convert farm 
tractors, wagons and implements from steel to rubber is delegated, effective as 
of July 1, 1944 to State ani county committees as follows: 


1. State committees will take final action on appeals for conversion 
when the tires involved are: 


ae Of cross-section greater than 7.50 with any rim diameter. 


b. Of any cross-section with: (1) rim diameter of 12 inches or less, 
(2) rim diameter of 22 inches or more. 


In no case, however, should the use of tires in the sizes 4.00 x 9, 
7.50 x 10, or 9.00 x 10 be approved for conversion purposes. 


When the State committee approves an appeal to convert, the monthly 
State quota then in effect mist be reduced by the proper mumber of 
tires. For example: if an appeal involves conversion of a tractor 
and the tires required are two size 6.00 x 16 and two size 10.00 x 38 
tires, the charge against the State quota would be for the two rear 
tires only. 


2. County committees will take final action on an appeal for conversion 
only when all of the tires involved fall within the following size 
range: cross-section, 7.50 or less with rim diameter of 15 to 21 

inches, inclusive. Conversion quotas will not be established for 
tires falling in this size range. 


_ Since the State quotas for conversions may change -from month to month, separate 
notifications will be issued by the Regional’ AAA offices to inform State com- 
mittees of their monthly quotas. State committees may not exceed their monthly 
quotas. Any unused portion of one month's quota shall be returned to the 

_ Regional AAA Director for redistribution. 


. Only those appeals for conversion which the county committee determines to 
be hardship cases should be approved. Hardship cases involving tires chargeable 
_ to the State quota should be forwarded to the State committee with the county 

- coanmittee's recommendation for approval. State canmittees should establish 

_ standards which will guide county conmittees in determining hardship cases. 

_ Since replacement needs take precedence over conversion needs, the county com- 

_ mittee should not approve a hardship case or forward such a case to the State 

- committee with its recommemation for approval, if there are indications that 

_ farmers within the area will be unable to procure replacement tires. 


Fa _ Before filing his appeal for authorization to convert from steel to rubber, 
_ the applicant must procure a statement from his dealer or dealers to the effect 


that the tires, tubes, ani rims needed for the conversion are available locally 


ard will be made available to the applicant if the conversion is authorized and 
the local rationing board can issue a tire certificate. In all cases the dealer 
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should specify the mmber of tires and the size of each tire he will make avail- 
able to the applicant. An appeal should not be considered if the dealer's = 
statement on tires, tubes, am rims has not been made a part of the appeal case. 


During the last six months there has been no steel allocated for the mam- 
facture of rims to be used in tractor and farm implement conversions. There is 
no procedure whereby WFA can assist in the procurement of rims required for a Bade 
conversion, consequently approval should not be given for any conversion unless 


. the rims are known to be available locally. e 


"on 
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If the appeal is of the type on which a county committee is to take final 
action, and the appeal is approved, the county committee will issue to the 
applicant a written authorization to convert. The fact that the appeal was ap- Bs 
proved by the county committee, the date on which it was approved and the mmber 
and size of tires needed should be stated in the authorization. 7 


If the appeal is of the type on which the State committee is to take final 
action, the county committee will issue to the applicant a written authorization 
to convert only after receipt of notification from the State committee that the 
case was approved and the date on which such action was taken. The fact that 
the case was approved by the State committee, the date of approval, am the 
mmber and size of tires needed should be stated in the authorization. 


The written authorization to convert fran steel to rubber must be presented 
by the applicant to his Local War Price ard Rationing Board in order to procure 
a certificate covering the necessary tires am tubes. The Office of Price 
Administration has instructed Local Boards to accept tire applications upon 
presentation of authorizations of the types mentioned above. The presentation Ms 
of authority to convert does not necessarily mean that the local rationing board 
will issue a tire certificate. The availability of quota for replacement and 
conversion purposes will determine whether or not a tire certificate will be — 


issued. 


Notification of unfavorable action taken by the State committee, or the oe 
county committee, will be given to the applicant by the county committee. Appea’s — 
from the decisions of county committees, ard reappeals of cases denied by the ~ ne 
State committees should be acted upon by the State committees. ey 


Not later than the 10th of the month, each State committee shall forward 4 4A 
report to the Regional AAA Director on the cases approved by the committee during — 
the preceding month. Such report shall cover only the tires which are chargeable — 
against the State's quota and shall contain the following information on each 4 
case approved by the committee: 


1. Name and address of the applicant 
2, The mmber and size of tires involved 


3. Date of approval 


State committees should issue instructions to county committees for the proper 
handling of appeals to convert from steel to rubber. These instructions may be ys 
supplemented by any other instructions which a State committee believes desirable. 


Note: Delete paragraphs (c), (d), and 4(a) and (b) at top of page 15. er 
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SERVICES MEMORANDUM - 108 ~ Feed 13 
‘SUBJECT : Instructions for Allocations of Oilseed Meal by State Committees 
ae and Advisory Committees for August and the Following Months 

By 8, a | Ak vay | | 
program for distribution of set aside Oilseed meals has been in operation. 

sufficient number of months that monthly instructions beginning with 

August allocation can be kept uniform; however it may be necessary to still 

ue minor amendments for certain groups of States to take into account future 
ges in feed conditions. ‘Therefore, the following procedure and date's wili 979 


te 


— strictly observed until further notice: 


i. Mixers and dealers should be notified that FPA Form 6's requesting 

_ meal for any month must be on file in the State offices by the 25th 
of the preceding month. 

State committees will wire their Regional AAA office on the afternoon i 

of the 26th the State total of each of columns CS) (4).,-08). “(600 cage 

(7). Any FPA Form 6's on which the sum of columns (5) plus (6) exceeds 

two times the sum of columns (3) and (4) shall not be included in this 

total. This wire shall also indlude a separate estimate of feeder 

needs for the month. 


to Ste tes will be furnished their allocations by the last day of the 
preceding month. . 


State committees will meet with their feed advisory committees between ~ 
the lst and 5th of the month. Meetings should not be hela before the 
ist of the month. Uniformity of meeting dates in all States is 
necessary expecially when other types of feed are allocated a State 
by the War Food Feed Allocations committee to be considered by the 
_ advisory committee at the same meeting. Certificates for meal 
allocated must be forwarded to processors promptly after the meeting, 


(a) In the States of South Carolina, Georgia, Alabama, Florida, 
_ Mississippi, Arkansas, Louisiana, North Carolina, Tennessee, and 
€ Kentucky all meal not allocated by the 5th of the month shall be turned 
back to the mills by issuing a certificate showing the processor as Se ae 
the designated buyer and reporting promptly to the AAA Regional Director — 
the amount so turned back. : > ra 
(6) In all other States any meal not allocated by the 5th of the 
month must be returned by wire on the 6th of the month to the approp- 
riate AAA Regional Director. (State tons, kind of meal, processor's 
name, plant location) ete . 


(Over) 


as of that time. In case of, reallocation of meal to a 
Feed Management Branch may notify the processor of an 
the expiration date. In such cases, the extension date will als 

be furnished the State with the allocation. ie * a 


Feed 1 is discontinued. A ay ae (shall be cibna Gee 
20th of the month showing (1) serial numbers of certificates, 
of issuance, (3) name of consignee, (4) name of processor, (5) am 
in tons. Where supplemental allocations require issuing ‘Of addit ona 
certificates, a supplemental report shall be submitted. — Cee eee 


8. A copy of these instructions shall be forwarded promptly | to cach 
member of the State feed advisory. Ce ore 


fi i : 
15 CURRENT 


a0 


~ EU, SeDEPARTME: A 
duly 4, 1944 


[An Serre rere a a 


Construction-—44 


oe 


jae lumber 


GENERAL OUTLET NE 


& 


Paid, Goteblisiea ae ater 1-235, eee June. 23, 1044. ) Distribution ioe 
S' ee under the order is described in this ihemorancum, Accordingly, 

: ee ase betes all previous ones on the subject and, 

1944, Order. 1-335 amended supersedes all previous 
‘Orders quo 1-290, 1-208, '-361 and H+-364). Limitation 

rder L-41 as amended is fos ay ‘fected. Interpretations and a simpli- 

_ fied explanation of Order 1-335 ariended are being prepared by the War é 
_ Production Board and sufficient copies will be forwarded to all State nies 
offices for distribution to county offices, Every effort should be “ie 
mace ‘to place this Anformation in the hands of all Rea ers and small 
_ sanmill operators in every county : 


“the fen contemplates the balancing, on a national scale, of deliveries 
on approved orders against the production of lumber. Orders are 

- approved only for essential purposes. Small quantities of lumber will 
be released to consumers for less essential purposes Wienever essential 


eo . are satisfied and the eee ee ees permits rue action. 


ex the amended Order L—~3Z5, WPB has authorized the War Food Adminis- 
tration ae administer the ere umber Dinghies Stat e ‘Sees. = 


- 8 ~ 


Form FL-20L, Farmer's Lumber Certificate" replaces Form Gi-201, “Prefer- 
ence Rating Certificate" and is a certified order with an Ah-—e or BA—3 
rating. It becomes void if not placed with a dealer within ten days 


after issuance, "Farmer's Lumber Certificates" may be issued for “on-ferm™’ 777 
construction (excluding farmhouses) within limitation of Conservation oa 


Order I-41, emergency construction approved by State committee, replace- 
ment of farm houses destroyed by fire or other disaster coming within : 
the limitations of Order I-41, maintenance and repair of farm buildings in 


(excluding farm houses), farm impicments, and other essential uses 
contrituting to food production. For details see Part If. 


Farmer's Lumber Certificates" may not be issued for: farm construction 
(including farm houses) requiring WPB aporoval, construction or re- 
modeling of farm houses under the {200.00 Limit of Order 1-41, maintenance 
and repair of farm houses, maintenance, repair, and construction of 
‘off-farm buildings, or for construction of new wooden fences. For 
deteris see "Part Tis 


State committees are chargeed with the administretion of the program 
Within their respective States. They may establish AA-2 and «k-3 county 
quotas retaining any portions they deem necessary as State reserves, or 
may retain the entire quotas as reserves, instrvcting county committczes 

to issue "Farmer's Lumber Certificates" aeainst State quotas. Such 
committees are responsible for reports being submitted on dates scheduled. 


County committees will act in accordance with instructions from the 
State committee, accept TL-Rk00 applications, review and approve or dis— 
approve applications, issue Form FL-201, "Farmer's Lumber Certificate" 
far approved farm uses and inake such reports as requested on dates 
scheduled. Form Hi-200, "Application for Farmer's Lumber Certificate” 
replaces Form Si-2e00, “Application for Preference Rating of 4A-e on 
Softwood Lumber for Essential Farm Construction.” 


on 


The farmer makes application on Form TL-200 at the County Agricultural 
Conservation Association office, reccives Form FL-e0l, "Farmer's 
Jumber Certificate" upon epproval of application, and mst deliver the 
certificate to his supplier within ten days, He will need a certifi- 
cate when he purchases from or has logs sawed at a mill producing more 
than 100,000 board feet per year, or purchases from dealers more than 
300: board fcet per quarter, He does not need a certificate if he has 
loss sawed at or buys lumber’ from a sawmill producing 100,000 board © 
feet or less per year, purchases from dcelers less than 300 board fect 
per quarter, is able to purchase free lumber (limited amount WPB 
permits dealers to scll without certificates), or for WPE approved 
t—-41 construction. For details sce Pert VII, (See Operating Procedure, 
page 3)% 
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OPERATING PROCEDURE _ 


I. WFA Allotments: 


A. 


lst 
end 
Sra, 
4th 


The iar Preduction Board has euthorized the War Food Adminis- 
tration to issue farmers! certificates for lumber for essential 
"on-farm" agricultural. uses. The procedure for issuing these 
certificates is similar to that followed by the committees in 
those States where the AA-2 supplemental program has been in 


operation. During the third quarter of 1944 (July, August and 


September) State and county committees may issue certificates 
against the attached State quotas which total 225 million board 


feet on AA-2 ratings and 700 million board feet on AA-3 ratings. 


A reserve of 25 million board feet on AA-2 ratings and 24 million 
board feet on AA-3 ratings is being kept in Washington for 
supplemental needs. 


Records have shown that quarterly agricultural requirements for 
lumber vary due to seasonal uses in the following approximate 
proportions: 


Percent of Annual Requirements 


Quarter nS 
Quarter ie OO 
Quarter 35 
Quarter 15 


Accordingly, State and County Committees should realize that the 
fourth quarter quotas may be less than half of that allotted in 
the third quarter. . 


In issuing certificates, Cammittees should recognize the critical 
shortage of lumber and should insist that other less critical 
material be used whenever possible. This is in line with the 
general policy being pursued with regard to approval of L-41 
applications. 


Because of the critical lumber situation, AAA Committees when 
talking with farmers should urge them to produce lumber on their 
own farms or woodlots of others. Every effort should be made to 
increase the production of this scarce commodity. 


Il. ‘Purposes for which Farmer's Lumber Certificates.may be issued: 


A.Construction of farm buildings (excluding farmhouses) which come 


within the $1,000 limitation of Conservation Order L-41l. 


B.The rebuilding or restoring of farm buildings (excluding farmhouses) 


damaged. or destroyed by fire, flood, tornado, earthquake, acts of 
war, or the like, if the cost of rebuilding: or restoring is less than 
$5,000 where immediate reconstruction is determined by the State 

AAA Committee to be essential to the agricultural program. 


dee peti construc 
to be hen ice the acr 


ee July ol, (1O4a aby Tare, flood, tornado | earthquakes a 
or, the like, if the cost of rebuilding or restoring is less 
$5),.000. This authority may not be used where pest dame 
eae eae iene: ge takes Hees 


Poseles The construction of fain labor buildings required for housing season: 
labor which come within the wl, 000. limitation of Conservation Order 


rae -Maintenance and repair of farm buildings (excluding farmhouses). ee 


-G.Maintenance and repair of farm implements. ON ai fe! 


_H.Other essential uses contributing to food production. 


Purposes for which Farmer's Lumber Certificates may not be issued: 


| As Construction of farm buildings (including farmhouses ) the cost of 
which exceeds the limitations of Conservation Order L-41 and where. 
the War Production Board's approval of construction is pode ~ 


B. Pee iets or remodeling of farmhouses which come within ‘the 
v200 limitation (ay Conservation Order L-41l. . Wea ipeg bes 


C.Maintenance and repair of farmhouses. © Sane i . 
D."Off-farm" construction. ee is 2 dae ashes 
E.Maintenance and repair of "off-farm" building. 


F .New wooden fences, 


-L-41 construction approved by War Production Board. 


"When ea PB 617 application is approved, the War Production Board assign 
a preference rating for all materials required for the project. ee 
includes any materials for which waivers have been requested” ‘ane. 
Lumber used in the construction of L-41 projects approved by the 1 
Preduction Board on Form ¥!PB-617 is not deducted from County or | 
quotas. The authorization provides that the order for the lumber a 

proved by the War Production Board may be placed by the farmer as a 
certified and rated order so that the dealer may obtain delivery. — 


State Committees _ eh 


Ty eee 
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A. Quotas. Each State is allocated a definite quarterly quote oo 
- and AA-3 ratings on lumber for farm use. If the State Committ 
lieves that any portion of its quota will not be requircd for 
farm uses before the end of the quarter, the surplus sh 
immediately in order that it may be redistributed to St 


additional lumber for authorized uses. If a0 ‘State aE 


20845 MUSy | d. C ken to avoid having — 
badly neéded lumber tied up in unused quota. No unused portion of 
the current quarter “FA allotment can be carricd over for use in the 


’ 


Resorves. Any State Committce may dispense with county quotas and 

keep all of its allotment in a State resorve. Those States which 

elect to distribute their quotas from a State reserve must establish 

a procedure for issuing Farmer's Lumber Certificates according to the 

_ individual needs of the State. This may be done by requesting County 
Committees to forward to the State Committecs copies of the certificates 
issued. Such copies shall be plainly marked "Duplicate." Accurate Be 
records should be kept at the State level in order to prevent the 

hs issuing of amounts in excess of the State quotas. This eliminates the ae 

necessity of County Committees keoping records and submitting monthly Bi 

_ reports. Where county quotas are established, State Committces may retain 
_ part of their quota in a State reserve, County quotas may be adjusted 

~ as ofton as’ necessary by the State Committecs. 


aaa nade . ae 
CC, Reports, A report (Form FL-203, attached) by the State Committee must — : 
be mailed in duplicate to the Aik Director not later than the 2nd of each . 
month. This report shall cover a period of one month beginning with the = 
27th and extonding through the 26th of the following month, Form FL-203 _— if 
is self-explanatory and outlines the information required for the monthly ee 
Washington report. Those reports should be as accurate as possible and : 
must be submitted promptly in order that all State reports ean be 
summarized by the War Food Administration and submitted to the War | 
Production Board. In order to prepare Form FL-203, State Committees 2 
should obtain the following from counties where county quotas are ai 


established: | 7 | ae 


3 i 


—x 


ae ‘Information relative to Farmer's Lumber Certificates bearing AA-2 
ratings. 


a 


$e ty 
. : 


ay ‘Number of certificates issued. 
_ <b, ‘Total board feet issued. | * 
sg.) Number of cortificates returned (void certificates). ) 
ad. Board fcot returned (on void certificates). 


2. Information relative to Farmer's Lumber Certificates bearing AA-3 
ratings. ; 


a. Numbor of cortificatcs issucd. 
b>. Total board foet issued. 

ec. Number of cortificates returned (void certificates). es. 
a. Board foct returned (on void cortificates). Oe 


oie The total amount issucd on AA-2 and 4A-3 ratings for maintenance and ae 
ss repair purposes. . sie 


= 


4, The total amount issued on 4A-2 and AA-3 ratings for new construction. 


i c i) = ‘ : i cat sine ries . 
5. Any pertinent information the 
ete ss Eh. & 4p pate" \ 


| State Committee may desire. 
he information requested above (1 through 5) 48 neodod for establishing 


eon, 


future lumber allocations. | ca 


Acs, 


Se 


County Committees 


Farm Applications and Cortificates 


l. 


Form FL-200 “Application for Farmer's Lumber Certificatc" and Form 


FL-201 "Farmer's Lumber Cortificete"” shall be used. When available, 


supplies of these forms will be forwarded to Stato offices under 


“separate cover. In the meantime both of these forms will be 


duplicated in the field for use until printed copies are reecived. 


County Committees reviow applications and issue certificates. 
&pplication Form FL-200 should be prepared in duplicate if the 
farmer wishes to retain a copy. The original must be placed on 
filc in the county office. Where applications are approved, 
County Committces will issue "Farmer's Lumber Certificato" 
Form FL=201, which can be signed only by the Chairman or his 
authorized representative. & numbering system must be established 
for identifying certificatos issued. Where county quotas are not 
established, the certificate, whore requested by the State Committec 
shall be Hapa od in dunrroac the original presented to the appli- 
cent and the copy plainly marked "duplicate" mailed to the State 
Committoe. If the use of the lumber is urgent in the judgment of 
the County Committce, on AA-2 rating mey be issued in accordence 
with the instructions established by the State Committee, and should 
be recorded when issued in the space provided on Form FL-201, 
Otherwise, an AA=3 rating should be issued by recording the rating 
in the space provided on Form FL-201, The AA-2 and AA-3 ratings may 
be issuod only for the approved uses outlined in Part ITI. 


& record of the certificates issued and the amount of lumber © 
involved. should be recorded in the spaces provided on Form FL-200, 
A scparate record must be kept in the County office of tho amount 
issued on 4A-2 ratings and the amount issued on AA=-3 ratings. 


Certificates become void if not placed with a distributor within 
ten days efter issuance. In cases where certificates become void 
beeauso of the expiration of the time limit, the County Committec 
either should issue a new cortificate to the applicant and make no 
adjustment in its quotas or cancel the void certificate and add an 
equivalent amount of lumber (as indicated on the void certificate) 
to the county quota for rcassignmoent to othor applicants. YVhere 
county quotes aro not established, State Committecs shall be 
notifiod of all void certificates 


Small Sales (4 sale not oxcocding 300 board fect) 


In ordor to facilitate the issuance of ratings (AA-3 only) for small 
amounts of lumber, County Committoes may elect to utilizo the procedure 
listed below; 


i. 


ee 


Provido a supply of application forms to all dealors in tho 
county for signature of the individual farmers. 


Make arrengemonts with all dealers in the county to permit them to - 
submit to County Committees at intervals of usually a week or ton ~~ 
- days Form FL-200 applications sisne 
of the applications accumulated and presented to the County Cone 


“by farmers. However, the total 


\ 


a 


by a donlor at one time shall not excced 3,000 board foot. 


3. County Committces may approve such individual applications only 


) when: 
(a) Pho sale is for an approved use as outlined in Part II, 
(») Sales by all dealers for usc on any ono farm do not cxcecd 
> $00 board feet of lumber in any ono quarter. 
(ec) The sale was made after June 30, 1944. 
(a) There is a sufficient amount of lumber in the County or State 


quotas. - 


4, Tho County Committee, upon receiving tho applications, may issuc 
the dealer a Farmer's Lumber Certificate made out in his name 
and bearing en AA-3 rating. Under this’ small seles procedure 
County Committecs should not issuc AA-2 ratings to dealers. 


Reports: 


County Committees in thoso States which establish county quotas must 
mail their reports: to tho State Committces on the 26th day of cach 
month. 


Farmer: - 
May secure lumber without a ccrtificate when: 


1. He buys from a sawmill producing less than 100,000 board feet 4 
year. 


2. He has logs sawed into lumber at a sawmill producing less than 
100,000 board feet a yoar. 


3. He buys from his dealer who has an inventory of free lumbor for 
dwelling meintenance and ropair (a limited amount which the War 
Production Board permits the dealer to sell without ratings or 
certificates). 


4, Ho purchases a total of less than 300 board feot from all dealers 
in a calondar quartcr. (Not applicablo in those countics which ° 


do not clect to have tho small sales proccdure). 


Must have a certificate when: 


-1. Ho has logs sawed at a sawmill producing more than 100,000 board 


foct of lumbor per year. (Certificate is requirod from farmer by 
tho sawmill before lumber cut from farmer's logs may be released). 


2. Ho purchases more than 300 board fect in a calendar quarter. 


Farmor's Lumbor Certificates may be obtained only upon application 
mado on Form FL-200 approved by the County Committcc. 


May purchase lumber from his usual supplier cvon though tho supplier 
is located in another County or Statc. 


If he does not uso his cortificate within the time limit, he must 
surrender it to his County Committcce. 


ee 


FL-200 "Application for Farmer's Lumbor Cortif rato", 
these forms will be forwarded to Stato Offices at a1 


FL-201 "Farmcr's Lumber Cortificato", This form repla 
form GA-201 and must be used after June 30, 1944. 
being forwarded to all State offtaes i) a 47. a ane 


Pi 


= 


-FL-202 "County Lumber Distribution Report", The county monthly 
report form should be designod by the Stato Committee and shor 
reproduced in tho field, Seo, Part V,, Seetion G(s = x 
FL-205 "Stato Lumbor Distribution Report" (Sample attached). 
form will not be printed and should be reproduced in the field. 


For Issuance During July, August and September, 


* 


| (In Million Board Feet) 
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U.S. TOTALS 700,000,000 bd. ft. AA-3 


225,000,000 bd. ft. AA-2 
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FL-200 ie , | Budget Bureau No. 40-k644.2 
WAR FOOD ADMINISTRATION Approval Expires 6-30-45 
Office Of Materials and Facilities 


__ APPLICATION FOR FARMER'S ‘LUMBER CERTIFICATE 


This application may be prepared in duplicate, if the applicant desires to 
retain one copy. Forward the original copy to your County Agricultural 
Conservation Committee. Approval cannot be granted unless your request is 
limited to lumber essential to the food 4nd fiber production program. Plywood, 
millwork, or building materials other than lumber should not be requested on 
this application. 


1. Applicant's name . Telephone 


2. Address 


(Street or R.F.D.) (City) (State) 


oe Address where lumber is to be used 


4. Lumber required for: maintenance and repair board feet. by 
- . A =e ‘ rata reer am acre rae ora gare] T, (Datevam 
new construction board feet by 


(Date) 


5. Describe purpose for which this lumber is to be used and explain why its use is 
necessary for the production of food or fiber, 


renee 


6. &xplain why tile, brick, concrete, composition wallboards and shingles or other 
materials cannot be used in place of lumber. 


7. if lumber is required for new construction give estimated cost, including cash 
cost of all materials end labor 


8. For each structure built on the farm since Jan, 1 of this year give: 


Kind of building : Cost : Check approval 


Be : $ : 
: WPB-617 Emergency None required 


e 
° 


£ 


De 


WPB=617 Emergency None required 


I CERTIFY that to the best of my knowledge the information contained herein is 
true and correct, that this lumber is essential for food or fiber production, and 
that I have not received more than 300 board feet in small sales from dealers during . 
the current calendar quarter. 


(Date) (OVER ) (Signature of applicant) 


ft 


TOTAL 


SUGGESTIONS FOR FIGURING BOARD FEET FROM. LINEAL FEET 


For 2x4 inches take one-third from the lineal feet. . 
For 2x6 inches the lineal fect and the board feet are the same. et 
For 2x8 inches add one-third to the lineal fect. MBER «3, 
For 1x4 inches take one-third of the lineal feet. . 
For 1x6 inches teke one-half of the lineal feet. 
For 1x8 inches take one-third from the lineal feet, 


ete. diay 
INFORMATION TO BE SUPPLIED BY THE COUNTY AGRICULTURAL CONSERVATION oe 


“Application Number County aie AA=2 bd. ft., AA~3 


| Date of Application Amount Issued: Aw? dy ae Ree tee 


Certificate No. 


Romaining Quotas: Wi-2_ bd. ft., Ake3 


mount Issued for: repairs bd. £6 new construction 


au Other Information: 


. | County Agricultural Conservation ( 
vim s By : x } 1F#e ue 
4 Signature of authorized aoa 
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board feet of lumber. In order bo usels 
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ee ordor Ae pe by the above-named person bears a pré sferenee rating — 


; i 


‘The Ce this cortificate as provided in WPB 


{1} it 


er L-535. ‘if this: certificate is rot turned over to the lumber Sasa 
in 10 cays of issuance, it oa void and must be returned to the County 
by the farmer. 


, Chairman 


County AC Committee 


3 


np ein 
Lumber Dealer 
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PECIAL SERVICES MEMORANDUM - 110 8 = Supplies - 50 


| ego SUBJECT: Procurement of Blectric Motors, Generators, Hay 
A AR Drying Units, and Blowers (Fans) for Agricultural 
Use. j oy) \ 


_ This memorandum is concerned with the procurement for on-farm use of the 
_ following equipment: | ; 
Electric motors 1 HP and over, except motors used as an accessory 
to an internal combustion engine (starter motors), motors used 
for powering an irrigation pump (Special Services Memo 103) and 
motors purchased as a component pert of new farm machinery and 
equipment manufactured under L-257. 


lectric generators 3/4 KW and over, except engine~driven gen- 
erator sets. | at 


Hay drying units (electric motor and blower, or fan, as a unit). 


Blowers or fans to be used in connection with drying hay. 


The War Food Administration and the War Production Board agreed to put into 
effect on July 5, 1944, a coordinated procedure for processing WPB-541 ap- 
plications for equipment of the type listed above. The War Production Board 


has instructed its Field Offices to issue ratings on WPB-541 applications 


for the above mentioned equipment only when such applications are accompanied — 
by letters of recommendation from the Gounty AAA Committee for the county in © 
which the applicant's farm is located. Recent War Production Board field in-- 
_ structions require their Field Offices to file monthly reports showing the 

“number of WPB-541 applications for electric motors approved each month and 
‘certain end uses to be made of the motors. | 

Some time ago, quotas on hay drying units were established for ten States. . 

WRB Field Offices have been instructed to cancel any unused portions of those © 
- quotas and to process applications for such equipment in accordance with the © 

procedure outlined in its field processing instructions. Fe 


7 


Het The primary responsibility of the Regional and State Offices is that of trans-~ t 
ne mitting information concerning this procedure to the counties. cM 


Inform community committeemen of this procedure in order 
that they may inform the farmers. 


} 


ne: \ : of electric motors (ane ene the farmer has made rea 
Se ae Pe Geek efforts to procure a used or reconditioned motor. 


Forward approved applications to the nearest WPB Fi 
The letter of transmittal shall include (1) a sta nt t 
the committee has approved the application,and (2) in in et 
case of electric motors, a statement describing the use 
made of the motor. (If the use is not described, the appl 
cation may be disapproved by WPB. a 


Return disapproved applications to the farner applicant 
giving reasons for disapproval. aS 


a _ (e) Forward an appealed application to the District WEB Field 
fs . ' Office with a letter explaining why Lt has es denied de 
the committee. 


II. Responsibility of the Farmer Applicant: 


(a) Make reasonable efforts to procure a used or recéndi tiers 
electric motor by contacting several sources of supply. 


(bd) Prepare a WPB-541 application for any item of equipment 
covered by this procedure, and file the PRR Se with 
the County AAA Committee. 


sy the Spoticant believes his application was improperly considered, he may 
appeal the decision of the county committee by returning the applica ion om 
the committee with any additional information pertinent to the case. 


U.S, DERACTaCRT SS wa OL TURE £0 le 


OT See ie 


CY UNITED STATES DEPARTMENT OF AGRICULTURE 


WAR FOOD ADMINISTRATION 
AGRICULTURAL ADJUSTMENT AGENCY 
Washington, D. C. 


July 19, 1944 
SPECIAL SERVICES MEMORANDUM =~ 111 Construction - 45 


SUBJECT: Revisions in L~41 Agricultural Handbook 


Conservation Order L-41, as amended June 20, 1944, contains the follow- 
ing changes affecting farm construction: 


The construction outlined below does not require WPB approval and the 
cost of such need not be charged against the cost limitations provided 
in the order. 


(a) The application of masonry veneer for the purpose of insulating 
an existing building provided there is no change in the function 
of the building. 


(b) The installation of heating and combustion equipment designed to 
save fuel where the total cost does not exceed $25,000. 


Minor changes have been made in Form WPB~617. Instructions have been 
printed on a separate sheet. Five copies of each application must now be 
prepared and four submitted to WPB. CMP Regulation 6, Schedule A, "Con~ 
struction Limitations" supersedes WPBI-1517, "Construction Limitations". 


Lumber and other construction items are restricted by the "Construction 
Limitations" referred to above. An explanation of the restrictions ap— 
plying to the use of lumber is given in the Handbook, Part VIII, Inter- 
pretations, Section K. Committees should familiarize themselves with 
this interpretation and also the restrictions on other materials and 
equipment listed in CMP Regulation 6, Schedule A so that farmers may be 
assisted in completing WPB-617 applications properly. 


Interpretation 1 to Directive 2/4, as amended, concerning delegation of 
authority to National Housing Agency for housing construction, defines a 
farm and farm housing for the purpose of determining agency jurisdiction 
with regard to processing of borderline residential applications. See 
Handbook, Part IV, Section C and Part VIII, Interpretations, Section M. 


Pages 1, 2, 5, 6, 7, 9, 10, 11, 20, 22 and 26 of the Handbook are being 
revised in accordance with the above and other minor changes. These 
changes or additions are marked with an asterisk (*). Sufficient copies 
of the revised pages, Form WPB-617, Instruction sheets and CMP Regulation 
6, Schedule A are being sent under separate cover for distribution to 
county offices. 


AeTEAUe e 
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Agricultural Handbook on Conservation vraer L-41 
PART I. AGRICULTURAL CONSTRUCTION “XEMPT FROM ORDER L-4l 


Reve 7- 19=—Lh 
‘1. 


A. "On-Farm" Construction Exempted (physically located on a farm) 


1. 


Re 


#26 


the 


be 


*8, 


9 


*10. 


Agricultural construction (including farm houses) on a single 
farm where the cost does not exceed $1000 in a calendar year 
(January 1 to December 31). Not more than $200 of this sum 
may be spent on any farmhouse on the farm, 


The rebuilding or restoring of a farmhouse damaged or de= 
stroyed by fire, flood, tornado, earthquake, acts of War, or 
the like, after July 1, 1943, if the cost of rebuilding or 
restoring is less than $5000. 


Maintenance and repair needed to keep a building or structure 
in sound working condition, including the minimum work neces- 
sary to prevent more damage to a building (or its contents) 
which has been damaged by fire, flood, tornado, etc. (See 
Interpretations, Section H, page 20). 


Drainage or irrigation ditches, and grading or similar earth 
moving operations, provided no materials are usedother than 
clay tile and non-reinforced concrete pipe. (See Interpreta~ 
tions, Section I, page 20). 


Drilling and casing of water wells (excluding the use of pipe 
to conduct water on the surface). 


Installing or erecting rationed farm machinery and equipment 
obtained on a purchase certificate issued under FPO-14. 


Installing or erecting wire fencing which has been obtained 
on a PR-19 certificate. 


Insulation of existing buildings, including the application 
of masonry veneer. (See Interpretations, Section J, page 20). 


Erecting farm silos manufactured by a producer as defined in 
Order L=257. 


The installation of heating and combustioh equipment desi ged 
to conserve fuel when the total cost of the installation in- 

cluding the cost of the equipment does not exceed $25,000 and 
when the cost of installation excluding the cost of equipment 
does not exceed $5000. 


B. Emergency Construction Exempted (for procedure see Part VI) 


l. 


The rebuilding or restoring of farm buildings damaged or 
destroyed by fire, flood, tornado, earthquake, acts of War, 
or the like, where the cost of reconstruction is less than 
$5000, and the USDA determines that immediate rebuilding is 
essential to the agricultural program. 


*Changes or additions to 5-1-44 Revision 


Rev. 7-19-44 
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26 


The reconstruction of buildings or structures demaged or 
destroyed by disaster, where the Red Cross has determined 
that rebuilding or restoring is essential. 


Farm construction necessary to prevent threatened loss of 
farm products, where the USDA determines that immediate 
construction is essential to the agricultural program. 


C. "“Off-Farm" Construction Exempted 


l. 


*2. 


oth Ir 


Le 


Irrigation and drainage systems serving more than one farm 
where the total cost does not exceed $1000 in a calendar 
year. 


Warehouse or storage buildings or a group of such buildings 
where the total cost does not exceed $1000 for a calendar 
year, except that the limit is $200 for a frozen food locker 
plant. 


A church, hospital, school, college, U.S.0. Club or other 
public buildings, where the total cost does not exceed 
#1000 in a calendar year. 


Any other construction where the cost does not exceed $200 
in a calendar year, except where a larger exemption is pro- 
vided in Order L-41 for specific commercial, industrial or 
other types of construction. 


* Changes or additions to 2-15-44 issue 
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PART III. HOW TO FILE AN APPLICATION. * (See WPB-617 Instructions and 
CMP Regulation 6, Schedule A, 
"Construction Limitations" for 
A. Forms to be used. complete information. ) 


1. Revised Form WPB-617 must be used for all farm cases when 
applying for authority to begin construction, reconstruc- 
tion, remodeling or conversion restricted by Conservation 
Order L-41 and for necessary priority assistance or con- 
trolled materials. 


2. In case of emergency, application may be made by wire or 
in person instead of on a printed form. (See procedure 
Part VI). 


3. Where a new utility connection is required the WPB-617 ap- 
plication to begin construction must be accompanied by one 
of the following, prepared by the utility company: 


a. Two copies of letter certification when connection can 
be made under Order U-l-c. 

bo. Three copies of a WPB-2774 appvlication when special au~ 
thorization is required. 


%*},, Revised Form WPB=-617 must be filed with the County Committee 
when applying for authorization to install farm plumbing and 
heating equipment (other than stoves) where the construction 

‘ cost, including the cost of equipment, is in excess of I-41 
limits. Where these limits are not exceeded, priority assist- 
ance may be requested from the nearest WPB District Office on 
Form WPB-1319. No priority rating or authorization is required 
to purchase and install items needed for replacement of equip- 
ment which has been worn out, damaged beyond repair or de- 
stroyed. (Note: all new domestic cooking and heating stoves 
designed to burn coal, wood, oil or gas are rationed. Apply to 
local War Price and Rationing Board for stove purchase certifi- 
cate. 


5. Applications for approval of residential construction other than 
farmhouses should be filed on Form WPB=2896 (formerly PD-105) 
with the nearest FHA office. (See Part IV, Section C.) 


Be How to fill out Form WPB-617. (See sample application attached) 


#1, Applicant prepares five copies, retains one, and files the ori- 
ginal and three copies with necessary supporting information or 
forms. 


2. All copies must be signed and dated by the person who is, or is 
to be, the owner of the proposed project or his duly authorized 
representative. 


3- Check proper square or squares in heading to indicate type of 
application. 


* Changes or additions to 5-l=44 revision. 
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*, Answer all questions in Section I for all projects. List numer- 
ically the answers to questions A, B, C and D on the blank side 
(page 2) of the form, If additional space is required, use sep= 
arate sheets and attach copies to each copy of Form WPB-617. — 


*5, The kind or quantity of construction materials required should 
not be listed on the application form except where it is neces- 
sary to request a waiver of the restrictions on the use of ma- 
terials shown in CMP Regulation 6, Schedule A, "Construction 
Limitations", (Note: The "Construction Limitations" were 
formerly set forth in Form WPBI-1517.) All applicants should 
receive a copy of the WPB—-617 Instructions and CMP Regulation 
6, Schedule A, "Construction Limitations" with each set of 
WPB=617 application forms. 


AAA Committees should note that the use of certain materials, 
particularly lumber of types commonly used by farmers, is pro- 
hibited by the "Construction Limitations". However, the "Con- 
struction Limitations" on lumber do not apply to those classes 
of exempted construction for which the Committees are authorized 
to issue"Farmer's Lumber Certificates". In all cases where au- 
thorization to begin construction must be applied for on Form 
WPB~617, the "Construction Limitations" do apply. In such cases, 
farmers who find it necessary to use any of the prohibited items 
must request a waiver, show quantities and explain why it is neces- 
sary to use these critical materials. (See Question C, Section I, 
WPB-617). If waivers are not requested in the application and 

_ granted in the authorization, the "Construction Limitations" 
govern the use of material and service equipment. (See Interpreta- 
tions, Section K, page 20-A.) 


*6, Questions in Section II should be answered only when manufacturing 
or processing equipment is required. Questions in Section III 
should be answered only when items shown on the "Construction Lim- 
itations" equipment list (Appendix II) are required. For ordinary 
farm construction cases, it should not be necessary to answer any 
of these questions. 


7. In preparing an application, tell the whole story. Be thorough 
and specific in identifying the construction requested, and give 
the reasons why it is necessary during wartime restrictions. Be- 
sides giving all of the information requested, any additional 
supporting data available should be included to assure favorable 
consideration. Sketchy and incomplete descriptions or justifica- 
tions for proposed projects defeat their own purpose by failing to 
give WPB a clear picture of what is to be constructed or why it is 
necessarye Wherever possible, submit general plans or show by 
sketches floor plan and section with dimensions. 


C. Where to file Form WPB-617 


All applications for "on-farm" construction must be filed with the 
County Agricultural Conservation Committee for the county in which 
the project is located. 


* Changes or additions to 2=15<-44 issue 
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#2. 


Information on filing all other construction applications is 
given in the WPB-617 instructions. 


*D. Amendments and Appeals. 


l. 


Re 


For higher ratings, time extensions or permission to waive 
restrictions placed in previous authorizations, sutmit a 
letter (in duplicate) to the office where the original ap- 
plication was filed giving the serial number and issuance 
date of the authorization. In case of a request for higher 
ratings include the purchase order number (if any), descrip= 
tiori of the item, name and address of supplier, his promised 
delivery date with present rating, and required delivery date. 
In all cases the letter should explain in detail why the ad- 
justment requested is necessary. 


To appeal for reconsideration of a denied application, submit 
a letter in duplicate to the office where the original appli- 
cation was filed giving the serial number of the case and the 
date of denial. Explain in detail the reasons upon which the 
request for reconsideration is based. 


For additions to structures already authorized but not yet 
finished, or for additional processing machinery or equip- 
ment, file a WPB-617 and indicate in block 2 of the heading 
that an amendment is requested. 


* Changes or additions to 2-15-44 issue 
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PART IV. PROCEDURE FOR HANDLING REGULAR APPLICATIONS 
A. “On-farm" Applications 


1. The responsibility of determining whether a project shall 
or shall not be constructed, or whether restricted materials 
shall or shall not be incorporated into a project, rests 
solely with the WPB. Obviously, however, AAA Committees are 
in a position to say whether on the basis of local conditions 
a project is essential to food production, and whether cer— 
tain materials are necessary to the project. The responsi- 
bility of AAA Committees, therefore, is: 


(a) To assist in the proper preparation of applications. 

(bo) To furnish pertinent information. 

(c) To give their opinions as to the essentiality of 
projects and the material waivers requested. 


This leaves to the WPB the job of making the decisions and 
notifying the applicants. 


*2. All farm construction applications will be forwarded from 
County Committees, to State Committees to appropriate WPB 
Offices, regardless of whether recommended for approval or 
disapproval by either County or State Committees. WPB 
District Offices are now authorized to process cases cost- 
ing $100,000 or less. Cases which cannot be processed in 
the WPB Field Offices should be forwarded to the WPB, Wash- 
ington, D. C. 


3-e Gounty Committee Procedure: 


(a) Review applications for accuracy, completeness and 
essentiality. 

(bo) Prepare recommendations with supporting information 
on Form F.C.L-41-2 in quadruplicate and retain quad- 
ruplicate copy. 

*(c) Forward four copies of Form WPB-617 with three copies 

of Form F.C.L-4]1-2 and any other supporting information 
to State Comnittees. 


4. State Committee Procedure: 


(a) Review applications and the county committee's recom- 
mendations. 

(b) Enter State Committee recommendations with supporting 
information on Forms F.C.1-41=-2 and retain one copy. 

*(c) Forward one copy of F.C.L-4l=-2 to the AAA Regional 

Director. These copies must be mailed not later than 
ten days after the end of the month in which they are 
approved by the State Committee in order that records 
may be kept up~to-date. The information contained on 
the forms is needed in estimating construction require~ 
ments and in negotiating with the WPB for allocation of 


A 


materials and assignment of preference ratings. 
* Changes from 2-15-14, issue 
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*(d) Forward remaining case file (four copies of WPB-617 and 
one copy of F.C.1-41-2) to appropriate WPB Office. 


5. WPB Procedure: 


(a) Process applications on basis of committee recommendations, 
and other supporting data. 

(b) Notify applicant of final decision and issue such preference 
ratings or allotment symbols as may be necessary. 

(c) To provide proper working relations with County and State 
Committees the following general procedure has been agreed 
upon: 


(1) Farm applications filed directly with WPB offices will 
be returned to the applicant with instructions to file 
with the county committee. 

(2) State Committees will be notified of the final WPB 
action taken on all applications submitted by the 
respective committees, 

(3) When State and County Committee recommendations are 
not in agreement, preference will be given to the 
State Committee recommendations. 

(4) In all WPB contacts with the applicant, whether oral 
or written, no reference will be made to State and 
County Committee recommendations. 

(5) Such correspondence or other contacts as may be neces~ 
sary with the State and County Committees in connection 
with the routine handling or processing of applications 
preferably will be with the State Committees and not 
with the County Committees. 


Be. "Off-Farm" Applications 


*1. It is not necessary to file WP8-4617 applications for "of f-farm" 
facilities (used primarily for storage, processing, marketing, 
or production of agricultural products) with AAA Committee of- 
fices. Regular AAA Committee recommendations are not required 
but informal statements, in duplicate, of essential facts re- 
lating to the projects may be attached if considered advisable 
or if requested by applicants. "Off-farm" applications costing 
$100,000 or less should be filed with the nearest WPB Field Of- 
fice. Those costing over $100,000 should be forwarded to the 
WPB, Washington, D. C. 


C. Borderline Residential Applications 


*#1. When the principal use of "on-farm"! residential construction or 
facilities is to be in connection with the operation of a farm 
the L-41 application should be filed with the County Committee 
on Form WPB=617 and processed as a farm case, 


* Changes from 2=15=44 issue 
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When "on-farm" residential construction (including garages, 
electric wiring, plumbing, heating or similar service facil- 
ities) is to be used primarily for the housing of non-farm 
workers (not required in the operation of a farm) the L-41l 
application should be filed on Form V;PB-2896 (formerly 
PD-105) with the nearest FHA field office. 


When the principal use of "off-farm" residential construc- 
tion or facilities is to be for the housing of workers re- 
guired in the operation of a farm the L-41 application should 
be filed as in (2) above. 


An application presented to a County Committee or FHA Office | 
of the type which should be processed by the other as out- 
lined in (1), (2) or (3) above, should be returned to ‘the 
applicant with a suggestion to refile with the proper agency. 


Where either agency receives a borderline application permit— 
ting no clear determination of the principal use, it should 
be processed by the office to which the application is pre=- 
sented according to applicable criteria. 


* Changes from 2=15-44 issue 


g Agricultural Handbook on WPB Conservation Order L-41 19. 


PART VIII. INTERPRETATIONS 


A. 


B. 


The following interpretations may be used to determine whether 
a project comes within the amount exempted by Order L-4l. 


If it is determined that the project DOES NOT come within the 
limits exempted by L-41 and a WPB-617 application MUST BE FILED, 
all of the applicable items listed below MUST be included in the 
total cost shown on the WPB-617 form, even though some of them 
are indicated as not included for the purpose of determining 
whether the project comes within the exempted limits of L-41. 


1. New materials and paid labor should be included. 

2. The cost of used materials and used fixtures need not be 
included. 

5. The value of all unpaid labor need not be included. 

4., The cost of maintenance and repair work need not be included. 

5. The value of home-sawed lumber should be included (at least 
the value of the timber and the cash outlay in cutting, 
sawing, etc.) 

6. The cost of new > «bing, heating, stanchions, drinking cups, 
litter carriers, or «ther similar service equipment which is 
used as a part of a ‘uilding, should be included. 

7. The cost of excavation or grading should be included where 
processed materiais (excluding clay tile and rmon-reinforced 
concrete pipe) are incorporated. 

8. Where a building is moved from its foundation to another 
foundation the cost of the building, the cost of severance, 
or the cost of moving the building are not included. However, 
the cost of constructing the new foundation, remodeling the 
building, and attaching the building to the new foundation 
are to be included. 

9. When an old building is dismantled and the salvaged materials 
used in constructing a new building, only the cost of paid 
labor for constructing the new building am new materials 
should be included. 


Construction authorized by the WPB does not have to be included 
in determining the amount of construction which can be done on 
any farm without WPB approval. For instance, a farmer specifi- 
cally authorized by the WPB to erect a barn may still spend, in 
addition, up to $1000 for other construction on the same farm 
during a calendar year. 


If a single structure or building is started in one calendar 
year and completed in another calendar year, the total cost 
cannot be prorated between the respective years for the purpose 
of determining applicable exemption limits. In other words, the 
total cost of a new building, regardless of when construction is 
completed, must come within the permissible exemption limits for 
the year in which it is started or WPB approval to begin 
construction is required. 
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The erection of small movable prefabricated buildings or equipment 
such as poultry and hog houses or feeders, which are purposely placed 
on skids in order that they may be moved periodically, is not con- 
sidered as construction under Conservation Order L-41 and do not have 
to be considered in determining whether or not L-4l cost limits are 
exceeded. However, a prefabricated building is affixed to the realty 
and, consequeritly, the construction is subject to L-4l regulations, 
if it is bought and set up for use in one spot for an indeterminate 
time, or as long as it lasts. 


Labor cabins, barracks or bunkhouses designed for use by seasonal la- 
borers needed to insure harvesting of agricultural crops are classi- 
fied as agricultural construction and as such the $1,000 exemption 
permitted per farm applies. 


"On-farm" agricultural construction includes dwellings, farm service 
buildings, or other construction physically located on and used for 
the operation of a farm, producing primarily for the market, e.2., 

a rural milk collecting station would not be a part of "on-farm" 
project even though it is located on a farm because it is used by 

a group of farmers for marketing milk. 


"Off-farm" agricultural construction is construction which is general- 
ly not located on a farm but used for the marketing, storage, process- 
ing or production of farm products, e.g., a potato or grain storage 
building at a trackside location some distance from a farm is a sep~ 
arate project with exemption limits, and not a part of a farm project 
even though it may be owned by a farmer. 


Where an existing siding or roof needs repair and ordinary methods 
such as painting or patching will not suffice, a new siding or new 
roof may be put on. The new siding or roof need not be of the same 
material as the old. 


Except for projects wholly exempt from the restrictions of L-41, 
earth-moving operations may not be started without authorization ibe 
they are part of a construction job in which other materials will be 
incorporated before completion. For example, a farmer wishes to be- 
gin moving earth for installation of clay tile or non-reinforced con- 
crete pipe for an irrigation system. If the system cannot be used 
without constructing sheds, pump houses, etc., then the earth moving 
operations may not be started without authorization. 


The exemption of certain insulation materials, including masonry 
veneer, applies only where they are strictly for insulation purposes 
in existing buildings. For example, if rigid insulating material is 
used for partitions in remodeling, converting or otherwise altering 
an old building, its cost must be included in the cost of the job. 


* Additions to 5-1-44 Revision 
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Under Paragraph K 1, 2, and 3, Appendix I, Schedule A, CMP Regulation 
6, the use of lumber for construction projects requiring WPB ap- 
proval is restricted as outlined below: 


1. Lumber should not be used where other materials can be employed. 


2. A waiver is required 


ae To use lumber of any size or quantity for the following pur 
poses: (1) Sheathing walls and roofs (2) Facing partitions 
and ceilings (3) Sidings (4) Fencing and (5) Subfloors. 


b. When 2500 board feet or more of 2x\'s, 2x6's and other new 
lumber less than 2 inch nominal thickness is required for 
(1) framing walis, floors, partitions, ceilings and roofs, 
or (2) forms for concrete construction, and when the lumber 
can only be obtained from commercial stocks. 


Note: Lumber from any source (commercial or local woodlot) can- 
not be used in forms for concrete construction where metal 
forms, reusable forms or water-resistant plywood (where 
maximum reuse is possible; is available. 


3. A.Waiver is not required 


a. When less than 2500 board feet of 2x4's, 2x6's and other new 
lumber less than 2" nominal thickness is required for (1) 
framing walls, floors, partitions, ceilings and roofs and 
(2) forms for concrete construction. This quantity may be 
obtained from commercial lumber stocks, if desired. 


b. When any quantity of 2x4!s, 2x6's and other new lumber less 
than 2" nominal thickness is required for the same purposes 
as 3(a) above and is obtained from cutting local woodlots 
or from resawing or ripping sizes larger than 2"x6", 


Note: see note with regard to forms for concrete construction 
in "2" above. 


When equipment or fixtures are attached to a building so firmly that 
removal would result in material damage to the building or the at- 
tachments, construction is involved and L-4]1 applies. ‘For example; 
Attachments to the plumbing system of a building 

Attachments requiring installation of new wiring in a building 
Attachments for which a base or foundation must be built 

Attachments which must be cemented to a floor or a wall 


A farm is defined as follows in Interpretation 1 to Directive 24, as 
amended, ior the purpose of determining agency jurisdiction in pro= 
cessing borderline residential cases: ‘ 
A farm is a place primarily used for raising crops, livestock, 
dairy products, poultry, etc., for the market. Except in unusual 


cases a place of less than five acres will not be considered a 
farm. 


% Additions to 2-15-44 issue 
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PART IX. ATTACHMENTS 


SAMPIE WPB-617, APPLICATION FOR A DAIRY BARN 
(Requiring new utility connection and controlled materials) 


1. Fill in spates at top of form to show type of application, name 
and address of applicant, ard location of project. 


2 Answer questions A, B, C, and D on separate sheets (see next page). 


3. Answer question E by checking square marked "Yes" for electric 
power and indicate that necessary utility form or letter is 
attached. 

4. Answer question F by showing only “cost excluding land". 


5- Answer question G by showing anticipated construction schedule. 


SUGGESTED BUILDING 
PLAN AND SECTION 
(to be attached) 


¢ 864-0" , 


1 cow stTAaALLs 


FLOOR PLAN 


1 Cow Stalls. 
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ANSWERS A, B, C, D (Place on back of WPB-617 form or separate sheets) 


* Section I 


A. (1) Dairy barn for the housing of cattle producing milk. 


B. 


C. 


D. 


(2) 


(3) 


(4) 
(1) 
(2) 


(1) 


Farmers have been asked to increase milk production this year and the 
proposed construction is needed for this purpose. 


Present structure housing 15 milking cows, is 40 years old, too small, 
unsanitary and badly dilapidated. Old barn not designed for dairy 
cows and has no modern facilities such as stanchions, feed alleys, 
electric lighting, etc., and no loft for hay storage. Herd will 
double in size in a few months, due to the addition of 15 freshening 
heifers. Present milk production cannot be maintained and the heifers 
must be sold unless adequate housing is provided. All other facilities 
on the farm are now fully utilized for the housing of livestock and 
storage of crops. The old barn will be torn down and all possible 
materials salvaged. 


Not applicable 
Proposed project is a new dairy barn for housing 30 cows. 


(a) Barn will be built adjacent to other farm service buildings. 

(b) Barn 36'-0" x 62'-O", 1-1/2 story. (See attached sketch) 
Floor and foundation of non-reinforced concrete. Concrete wall 
to extend 18 inches above floor. Walls and roof of wood frame 
construction with wood sheathing and asbestos-cement siding. 
Inside wood ceiling required a distance of 2 feet above top of 
concrete wall to withstand mechanical damage. Upper portion of 
wall and ceiling to be finished with vapor proof insulation board 
painted. Roof covering of asphalt shingles, Standard equipment 
to include steel stanchions, watering cups, hay and litter Carriers, 
gravity ventilation and electric wiring, 


Waiver on the use of 6500 board feet of 1" sheathing and 3400 board 
feet of wood flooring ceiling and finish is requested. This material 
to be used only in construction covered by this application. Framing 
and sheathing to be home-sawed or salvaged lumber. Obher lumber must 
be purchased and no other substitutes are available which will provide 
the necessary strength and resistance to mechanical damage. Most of 
the rough carpentry to be done by farm laborers who have had no ex- 


perience in laying masonry. Masons cannot be secured in this area for 
farm construction. 


No other application filed. 


* Changes from 2-15-44 issue 
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FCL—41-2b Code No. 
WAR FOOD ADMINISTRATION 
REPORT ON EMERGENCY FARM CONSTRUCTION 
BUDS ICONU ae Leer Gener ne Geen) Ue oe Oe a ere SR he i ab et 
Name Address 
Emergency approval requested: _ _§ = ss bon hs chs, Sephebe Wr Mey Manoel eee Py ae County 
date Agricultural Conservation Committee 
granted 
Emergency approval quested - - - - — - Dy Brees ee oes Fee oN tah State 


4. 


6. 


7. 


8B. 


emp eee wee wee ewe eee 
nn ee ee ee ee 
meee eae ee 
—— — eH ew eK KH SK — — 


Ne nn ee ee 


If construction is to replace facilities destroyed by fire, flood, tornado, 
etc., give 


ae Cause of disaster Date 


em wwe eee le ome ewe wee ee ee 


b. *If the reconstruction cost is $5,000 or more, give date War Production 


Bosrors ppnovale  SsueUere ss er Gee nn eee eae ee 
If construction is not to replace facilities destroyed by fire, flood, 
tornado, etc., give 


ae What threatened loss of food products would be involved if construction 
were delayed until a regular application could be processed 


* Note: State AAA committees must submit a copy of this repor’s to the War Food 


Administration for each case approved for emergency construction in 
order to provide information on the amount of emergency construction 
authorized and the need for this authority. This information is also 
used for negotiations with WPB on material requirements and L-41 
amendments. A report need not be submitted where emergency approval 
is requested but not granted. 
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Form F.C.L-4l=2c 
*EMERGENCY APPROVAL SAMPLE LETTER 


Dear 


Your request for emergency approval to begin construction of a 

at an estimated cost of $ 
has been reviewed by the County and State Committees. Since it has 
been determined that immediate construction of this facility on your 
farm is essential to the food production program, you are authorized 
to begin construction immediately. This is in accordance with para= 
graph (d) (3) or (d) (5) of WPB Order L-41, as amended November 1, 
1943. 


It will not be necessary to file an application unless you intend to 
use items such as heating or plumbing equipment some of which are 
critical and cannot be purchased without special priority assistance. 
Ordinary farm building materials can be purchased either without 
priority ratings or with the ratings already assigned for farm use 
through WPB orders. For qualified emergency cases your County Com- 
mittee may issue a "Farmer's Lumber Certificate" to you for use in 
securing the necessary lumber. Your authority to begin immediate 
construction does not mean that WPB will be required to issue 

special priority assistance other than that already provided for 
farmers. It should also be understood that a new public utility 
connection (for electricity, gas, water, etc.) is not permitted ex- 
cept as authorized either pursuant to a blanket authorization such 
as U-l-c or on specific authorization before construction is started. 


In the event that it is necessary to file a WPB application in connec- 
tion with this project, a copy of this letter should be attached. if 
we can be of any further assistance to you, please contact our of fice. 
Very truly yours, 
Signed 
Sine SOPRA Ona a A 
Chairman County 
Agricultural Conservation Committee 
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| UNITED STATES OF AMERICA 


FORM APPROVED 
BUDGET BUREAU NO. 12-R276.4 


SERIAL NO« 


(5-13-44) 


APPLICATION FOR AUTHORITY TO 
ACQUIRE OR CONSTRUCT FACILITIES 


INCLUDING. 2 AUTHORITY TO BEGIN CONSTRUCTION UNDER L-31 
NG: | PRIORITIES ASSISTANCE OR CONTROLLED MATERIALS 


1. TAX AMORTIZATION PRIVILEGES ARE REQUESTED CJyes Cl1No 
2- Lj AMENDMENT TO PREVIQUS AUTHORIZATION. GIVE: SERIAL NO», 
AND DATE OF ISSUANCE 


DATE PROJECT EXPIRATION DATE OF 
AUTHORIZATION 1SSUED AUTHORIZATION 


PRIMARY DIVISION OR AGENCY 


SPONSORING AGENCY (If Any) 


. 
-————— 


NAME | | 
i | 


AN DD 


SPACE ABOVE FOR WPB USE ONLY 


LOCATION OF PROJECT 


ADDRESS 
OF 
APPLICANT 
(Street, 
city, 
Zone, | | INSTRUCTIONS ~- Submit number of copies as in- 
State) pains = dicated on Instruction Sheet. READ SEPARATE ~ 


INSTRUCTIONS CAREFULLY BEFORE FILLING OUT FORM. 


SECTION I - TO BE COMPLETED FOR ALL PROJECTS - (For projects costing less than $25,000, excluding cost of land, 
and reguiring no equipment, complete this section only.) 


A. PRINCIPAL SERVICES TO BE RENDERED OR PRODUCTS TO BE MANUFACTURED OR PRODUCED 
(1) DESCRIBE THE PRINCIPAL SERVICES TO BE RENDERED OR PRODUCTS TO BE MANUFACTURED OR PRODUCED. 
(2) WHAT 1S THE RELATIONSHIP OF THIS PROJECT TO WAR PRODUCTION, ESSENTIAL CIVILIAN NEEDS, OR PUBLIC HEALTH AND 
SAFETY. 
(3) GIVE SPECIFIC REASONS WHY THE PROJECT CAN NOT BE DEFERRED FOR THE DURATION OF THE WARe 


(4) JF MANUFACTURING, GIVE BRIEF DESCRIPTION OF THE PROCESS INVOLVED, INCLUDING A GENERAL DESCRIPTION OF THE 
TYPE OF EQUIPMENT REQUIRED. 


DETAILED DESCRIPTION OF THE PROPOSED PROJECT 


(1) STATE WHETHER THIS !S A NEW INDEPENDENT PROJECT OR AN ALTERATION OR ADDITION TO AN EXISTING STRUCTURE OR 
INSTALLATION. 


GIVE A CLEAR, CONCISE DESCRIPTION OF THE CONSTRUCTION OR JNSTALLATION INVOLVED INCLUDING: 
(a) GENERAL LAYOUT (Project limits and relation of structures) 


(b) DESCRIPTION OF STRUCTURES, GIVING TYPE OF CONSTRUCTION (MASONRY, REINFORCED CONCRETE, STEEL, TIMBER, ETC.) 
FURNISH GENERAL PLANS IF AVAILABLE, OR SUBMIT A SKETCH SHOWING PRINCIPLE DIMENSIONS.~ 


(2) 


EXCEPTIONS TO THE CONSTRUCTION LIMITATIONS (Schedule A-to CMP Regulation No.6) 


(1) LIST EACH ITEM OF MATERIAL OR EQUIPMENT FOR WHICH AN EXCEPTION |S REQUIRED AND FOR EACH {TEM SHOW: QUANTITIES 
REQUIRED, USE/TO WHICH THE MATERIAL OR EQUIPMENT WILL BE PUT, AND SUFFICIENT REASON TO ESTABLISH THE NECES-— 
SITY FOR THE’ REQUIRED USE IN VIEW OF THE SHORTAGE OF SUCH MATERIALS AND EQUIPMENT. 


RELATED APPLICATIONS 


(1) IF YOU HAVE MADE ANY OTHER APPLICATION OR PROPOSAL RELATED TO THIS PROVECT OR ANY PART THEREOF STATE: NAME 
OF AGENCY AND ADDRESS TO WHICH APPLICATION OR PROPOSAL WAS SUBMITTED, AND DATE; ACTION TAKEN, AND DATEe 


PUBLIC UTILITY SERVICE EXTENSIONS OR FACILITIES 


(1) Wilt PUBLIC UTILITY SYSTEMS BE REQUIRED TO CONSTRUCT ANY UTILITY SERVICE EXTENSIONS OR OTHER FACILITIES TO 
SERVICE THIS PROVECT? fF ANSWER tS "YES", SEE INSTRUCTIONS UNDER "SUPPORTING PAPERS TO BE FILED". 


) Y 
ELECTRIC POWER = oe WATER = “pe GAS = No sEwer ms fe 


Fe ESTIMATED COST (Deo not include cest of existing facilities) 


COST EXCLUDING LAND 


G. PROPOSED SCHEDULE 
NUMBER OF DAYS BETWEEN WPB AUTHORIZATION ANB: NUMBER OF DAYS REQUIRED FOR: 
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Part 3175—REGULATIONS APPLICABLE TO 
THE CONTROLLED MATERIALS PLAN 


[CMP Reg. 6, Schedule A] 


CONSTRUCTION LIMITATIONS 


§ 3175.6a Schedule A of CMP Regula- 
tion 6—(a) Principles governing war- 
time construction. The principles gov- 
erning war-time construction are de- 
fined in the Directive .for War-Time 
Construetion, dated May 20, 1942. The 
War Production Board and the Army- 
Navy Munitions Board interpret these 
principles as limiting all construction to 
a design of the simplest type consistent 
with structural stability and sufficient 
only to meet the immediate minimum 
functional requirements. 


The guiding principle should always be to 
utilize those materials which are most 
Plentiful and which, in the ultimate analy- 
sis, will cause the least interference with 
the production of combat matériel and the 
utilization of transportation and power. 


.(b) What these construction limita- 
tions do. These construction limitations 
apply to construction authorized on 
Form GA-1456. They do not apply to 
any other kind of construction. Con- 
struction authorized on Form GA-—1456 
must be performed in accordance with 
the provisions of Appendix I and Ap- 
hendix II (which are part of this sched- 
ule) unless a waiver is granted on the 
authorization. 

These construction limitations restrict 
the use of the materials and equipment 
listed, including materials to be incor- 


porated in products where the materials. 


are purchased through a fabricator or 
supplier by using the assigned allotment 
symbol or preference rating. They do 
not apply to: 


The use of used materials except where 
specifically restricted. 

The use by manufacturers of materials di- 
rectly allocated to manufacturers for incor- 
poration into “B” products (as defined in 
CMP Reg. 1). 

The use of materials incorporated in “A” 
products of the kind required to be listed 
in section III of Form WPB-617 (manufac- 
turing, processing or service equipment). 


(c) Amendments to construction lim- 
itations. The construction limitations 
may be amended from time to time. A 
builder who has received an authoriza- 
tion on Form GA-1456, subject to Sched- 
ule A of CMP Regulation 6 (these con- 
struction limitations), may perform the 
authorized construction in accordance 
with any amendment to Schedule A is- 
sued after his authorization. 

(d) Exceptions. If any exceptions to 
the restrictions are required, the excep- 
tions must be stated and justified in the 
application for authority to acquire or 
construct facilities (WPB-617). Au- 
thorization will be made on Form GA- 
1456 or GA-1456A. 

(e) Structural design. All construc- 
tion using more than 5 tons of struc- 
tural steel or more than 5 tons of rein- 
forcing steel (including mesh) or any 
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stress grade lumber shall be designed in 
accordance with the applicable provi- 
sions of the War Production Board Di- 
rective No. 8 “National Emergency Speci- 
fications for the Design, Fabrication and 


Erection of Structural Steel for Build- . 


ings” as amended, and/or Directive No. 
9 “Design of Reinforced Concrete Build- 
ings” as amended, and/or Directive No. 


29 “Design, Fabrication and Erection of’ 


Stress Grade Lumber and its Fastenings 
for Buildings” as amended. If any 
waiver of the provisions of the above di- 
rectives is required, the reasons for re- 
questing such waiver must be stated in 
the application. 


Issued this 23d day of May 1944. 


War PRODUCTION Boarp, 
By J. JOSEPH WHELAN, 
Recording Secretary. 
APPENDIX I—RESTRICTIONS 
A. Structural steel. 


Construction requiring the use of struc-- 


tural steel should not be employed when 
masonry or plain or reinforced concrete using 
forms ‘as called for under K-3 below can be 
used. 

. Junior beams may not be used. 

. Steel plates. 

. Plates may not be used except for: 

. Closed pressure tanks. 

. Structural connections. 

. Column bases and bearing plates. 

. Where necessary for connections ana 
reinforcing when used for repair and 
strengthening of bridges. 

C. Steel sheet and strip. 

1. The use of steel sheet and strip, plain 
or formed, is prohibited except for the fol- 
lowing: : 

4. Evacuation tubes, superimposed upon 
fans, not exceeding 30 feet in height. 

2. The use of the following manufactured 
items (purchased as such) when made from 
sheet or strip is prohibited: 

Bins 

Bookstacks 

Bridge Splash Guards 

Culverts 

Concrete Pile Casings 

Corner, door and column guards 

Flooring 

Joists 

Portable Buildings 

Roofing and Siding 

Shower Stalls 

Scuppers 

Smoke Stacks 

Termite Shields heavier than No. 24 U. 8. 
gauge 

Trench Covers 

Ventilation and heating ducts except for 
transitions, fittings, connections, and changes 
in direction, and for straight runs where 
metal] is required by applicable building codes 

D. Railroad track and craneways. 

1. Except for operating railroads, the fol- 
lowing are prohibited: 

a. New rails over 60 pounds per yard. 

b. New metal ties and tie plates. 

c. Used tie plates, except for rails weighing 
60 pounds or less per yard, and turnouts, 
crossovers, curves of more than 4 degrees, and 
bridge track of any weight. 

E. Hardware. 


1. The use of checking floor hinges and 
hydraulic door closers is prohibited except as 
follows: 
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a. Where self-closing function is required 
by applicable fire regulations. 

b. For exterior entrance and exterior exit 
doors of public and .adustrial buildings. 

c. Where essential in hospitafs except for 
patients rooms. 

F. Metal lath. 

1. The use of metal plastering base and ac- 
cessories is prohibited for exterior use, except 
as permitted in paragraph 3 below. 

2. The use of metal plastering base and 
accessories is prohibited for i.aterior use ex- 
cept: 

a. Cornerite, stripite, corner bead and flush 
base screed 

b. In hospitals, detention, asylum and 
echool buildings 

(1) Under wood joists subject to fire haz- 
ard (as defined by applicable building codes), 
and under bar or concrete joists, and where 
furred ceilings are required - 

(2) For resistance to earthquakes where re- 
quired by applicable codes 

(3) For chases, pipe furring and wood 
stairways 

(4) Where Portland cement plaster is used 
as a functional requirement 

3. The restrictions in 1 and 2 above do not 
restrict the use of (1) combination form and 
Yeinforcement for cast-in-place slabs (2) 
woven or welded steel wire, cloth, fabric or 
netting without paper or other backing for 
exterior stucco base. 

G. Aluminum. 

1. The use of aluminum in construction is 
prohibited except: ; 


a. For electric bus bars, bare electrical con- 
ductors, and current carrying accessories for 
conductors 

b. Where essential for processing 

2. The use of more aluminum or aluminum 
of a better grade than is necessary for the 
proper operation of an article or part is pro- 
hibited. 

3. The use of paint containing aluminum 
pigment or aluminum composition is pro- 
hibited except for: 

a. Sealing of bituminous coated surfaces 

b. Interior use in industrial plants and for 
industrial equipment, where excessive mois- 
ture, fumes or temperature prevail 

c. Surfaces in the interior of dairies, milk 
bottling plants, and food processing plants 

d. Outdoor storage tanks used for petrole- 
um products and volatile chemicals 

H. Copper and copper-base alloys. 

The use of copper and copper-base alloys 
(new or used) is prohibited for the follow- 
ing: 

1. Pipe or tubing including fittings except: 

a. Where essential for processing 

b. Solder nipples or ferrules 

2. Building materials, whether fabricated 
or unfabricated, as follows: 

Access panels 

Anchors and dowels 

Cornices 

Drip pans 

Fences and gates 

Cooling towers, except for current carrying 
parts and bearings and worm gears for speed 
reducers and heat exchangers 

Decorative metal work 

Flashings and flashing valley lining 

Gravel stops and snow guards 

Grilles, grids and gratings 

Gutters, leaders, downspouts, sheet metal 
expansion joints and accessories thereto 

Lightning rods, cables and accessories 

Louvers and marquees 

Mouldings and trim 

Nails, bolts, screws, nuts, rivets, washers 
and expansion shields 

Ornamental metal work 
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Partitions 

Railings 

Reglets 

Radiators, shields and covers 

Roofs, roofing and other roofing items 

Sheet, roll, strip and rod for construction 

Sinks and drain boards 

Stair treads, nosing and edgings 

Store fronts 

Strip for laying linoleum 

Terrazzo strip 

Termite shields 

Thresholds and saddles 

Tie rods 

Ventilators and skylights 

Vents — 

Weatherstripping and insulation 

Window frames and sills 

I. Tin. The use of tin and tin products is 
prohibited except as follows: 

1. Solder: 

a. Not over 38% tin in solder for wiping 
water service pipe, connecting the piping of a 

structure with the outside water main 

b. Not over 324% tin in solder for wiping 
the joints of lead sheathed cable where water- 
tight connections are necessary 

ce. Solder for electrical connections may be 
used only to the extent that solderless con- 
nectors, not containing copper or copper-base 
alloys, will not serve 

d. Not over 30% tin in solder for fabrica- 
tion or repair of galvanized sheet metal work 

e. Not over 21% tin in solder for other 
uses 

2. Roofing—but only tin plate for repair 
purposes. 

3. Fuses, fuse plugs, and sprinkler head 
fuses. 

J. Zine. 1. The use of zine and zinc prod- 
ucts is prohibited except for: 

a. Protective coating 

b. Weatherstripping 

c. Fuse and fuse plugs 

d. Grids in floor of hospital operating and 
operating service rooms 

K. Lumber and lumber products. Con- 
struction requiring the use of lumber 2”’ 
nominal thickness or less for framing of walls, 
floors, partitions, ceilings, and roofs should 
not be employed where other types of con- 
struction can be used. 

1. Where lumber 2’’ nominal thickness, 
less than 8’’ nominal width and lumber less 
than 2’’ nominal thickness must be used, it 
shall only be obtained from cutting local 
wood lots or from resawing or ripping sizes 
larger than 2’’ x 6’’ specifically for the proJ- 
ect. (This restriction does not apply when 
the total amount of such lumber required is 
less than 2.5 MBM) 

2. The use of lumber is prohibited for the 
following: 

. Sheathing of walls and roofs 
. Facing of partitions and ceilings 
Siding 
. Fencing 
Sub-floors 
. Forms for concrete construction are re- 
stricted to the use of metal forms, used lum- 
ber, reusable’forms (including traveling), and 
water resistant plywood (see 7 below). To 
the extent that these types of forms are not 
available, lumber in any size may be used 
provided that lumber 2’’ nominal thickness, 
less than 8’’ nominal width, and lumber less 
than 2’’ nominal] thickness is obtained from 
cutting local wood lots or from reSawing or 
ripping sizes larger than 2’’ x 6’’ specifically 
for the project. (This restriction does not 
apply wher the total amount of such lumber 
required is less than 2.6 MBM). 

4. The use of common grades of any kind 
of wood is prohibited for mill work and trim. 

5. The use of end grain block flooring other 
than Douglas Fir is prohibited except for re- 
pair and maintenance of existing floors of 
this type. 

6. The use of Hardboard is prohibited. 

7. The use of softwood plywood is pro- 
hibited except highly water resistant type 
when used for concrete forms (maximum 
reuse). 


eenhogp 


The salvage of all reusable lumber, not 


specifically incorporated in a structure, is 
mandatory and its destruction is prohibited. 
Such lumber shall be made immediately 
available for reuse. 

L. Plumbing and heating. 1. The use of 
rire of weights heavier than required to meet 
maximum working pressure at the site is 
prohibited. 

2. The use of metal sewer pipe outside the 
building is prohibited except for: 

a. Vents 

b. Within 5 feet of the building 

c. Cast iron pressure mains 

3. The use of valves over 2’’ size with brass 
or bronze bodies is prohibited. 

4. The use of condensate and vacuum 
pumps is prohibited except that a single 
pump is permitted on any heating system 
where the condensate cannot return to the 
boiler by gravity or when the design of the 
heating system requires that a high vacuum 
must be maintained. 

M. Mechanical ventilation. 1. The use of 
mechanical ventilation is prohibited except 
for: 

a. Areas without natural ventilation 

b. Hospital spaces 

c. Spaces where industrial processes make 
its use mandatory. 

d. Interior toilet rooms and kitchens where 
gravity ventilation will not suffice 

2. Ventilation systems for winter operation 
in locations as outlined abbve shall be of the 
re-circulatory type, with quantity of make-up 
and exhaust air reduced to the minimum re- 
quired to meet health requirements. 

N. Electrical work. 1. The use of elec- 
trical wire and cable in sizes larger than the 
minimum size permitted by the 1940 Na- 
tional Electrical Code as amended is pro- 
hibited. 

2. The use of rigid metallic conduit is 
prohibited except for the minimum Sizes 
permitted by the 1940 National Electrical 
Code as amended and then only: 

a. In any size when the installation is in 
a hazardous location as defined by the 1940 
National Electrical Code, Classes 1 to 4 
inclusive. 

b. In sizes over 2’’. 

(1) For safety purposes as protection 
against meghanical injury. 

(2) In wet locations as defined in Article 
100 of the 1940 National Electrical Code. 

(3) Where electrical conductors are to be 
enclosed within concrete 6r masonry. 

c. In sizes 2’’ and under to suspend an 
industrial lighting fixture. 

3. The use of electrical metallic tubing is 
prohibited except for the minimum sizes 
permitted by the 1940 National Electrical 
Code as amended and then only: 

a. For safety purpose as protection against 
mechanical injury. 

b. Where electrical conductors are to be 
enclosed within concrete or masonry. 

c. When run-in elevator hoistways for 
elevator power; control and signal wiring. 

d. In wet locations as defined in Article 
100 of the 1940 National Electrical Code. 

e. To suspend an industrial lighting fix- 
ture. 

4. The use of flexible metallic conduit or 
tubing is prohibited except for the minimum 
sizes permitted by the 1940 National Electri- 
cal Code as amended and then only: 

a. To provide a flexible enclosure for: 

(1) Electric wire or cable which is a com- 
ponent part of a machine. 

(2) Electric wire or cable extending less 
than twelve (12) feet from electrical systems 
to. current consuming devices or control 
equipment. 

5. Armored cable (BX cable) may be used 
only for: 

a. Uses permitted for flexible metallic con- 
duit in Item N-4. 

b. Remodeling and conversion of fireproof 
structures. 

‘c. Control systems in connection with 
boilers. 


6. Exterior lighting is prohibited except 
when mounted on buildings. 

o. Standby and emergency equipment. 
Standby and emergency equipment is pro- 
hibited. 


- APPENDIX II 


LIST OF EQUIPMENT REQUIRING SPECIAL AUTHOR- 
IZATION, INCLUDING EQUIPMENT REQUIRING 
SEPARATE APPLICATION FORMS 


(All items on this list required for the 
project must be listed in Form WPB-617 
in section III and those items which are to 
be purchased must be justified Under section 
I, “Exceptions to the Construction Limita- 
tions” except where a separate WPB form is 
indicated.) 


Governing!| Separate 


order W PB form 
Air conditioning and refriger- | L-38__-__-- None 
ating equipment. 
Boilers; Power =. 0-22 ee M-293. _- 2645 
Construction machinery (un- | L-192_---- 1319. 
used) listed on Schedule A 
of L-192. 
Construction machinery L-196_. _-- 1319 
(used) listed on Schedule A 
,__ of L-196. 
Cooking equipment, commer- | L-65_--.-_- None 
cial, electric appliances. 
Cooking equipment, commer- | L-182.-._-_- None 
cial, heated by oil, wood, 
coal, or gas, including coffee 
urns, steam tables, ranges, 
ete., new or used. 
Dishwasher, commercial, new | L-248---__- None 
orused. - 
Dumb-waiters, electrically | L-89_.-_-- None 
operated, new. 
Dumb-waiters, electrically | L-89_----- 1236 
operated (replacement). 
Elevators, new.) .<52- ..... = L-89_____- None 
Elevators (replacement) L-89.___.. 1236. 
Fans, electric, for hospitals L-176_- 1319 
and industrial firms. 
Fire protective, signal and | L-39. None 
alarm equipment. 
Floor servicing machinery _. 1-222 52-22 1319 
Furniture, office, metal. . .:_| L-13-a- 1319 
Laboratory instruments on | L-144_.__- 1319. 
List A of L-144 (not indus- 
trial equipment). 
Laundry equipment.---_____- L-91__ None 
Liquefied petroleum gasequip- | L-86----_- 809. 
ment. 
Motion picture projection | L-325-__ 3253 or 3254 
equipment and accessories 
35 mm. 
Office machinery, adding, tab- | L-54-c____| 1688 
ulating, addressing, calcu- 
lating machines, ete. 
Oil processing machinery - M-283____. 2586. 
Plastic molding machinery ___| L-159_--_- 1953. 
Pneumatic tube delivery sys- | L-193--_-_- None 
tems. 
Ranges, domestic, electrical. ._| L-23-b_._.} 1319 
Refrigerators, domestic, me- | L-5-d__-_.. -882. 
chanical. 
Rubber processing equipment_| L-143-a- 1277. 
Scales, if $500 or more for any L-190_-___- None. 
single scale. 
Shipping drums, new steel _- 197822 oe 3233. 
Signal, public address and in- | L-265...._| None 
tercommunication systems 
(electronic). 
Sterilizer equipment.--..____- L-266 .-___ None 
Stokers, Class A, grate area | L-75-_.-- None. 
under 36 sq. ft., over 60 
pounds capacity per hour. 
Telephonic switching equip- |.----------- None 
ment or carrier equipment 
costing in excess of $2,500 
Tire retreading, recapping and L-61__.._-. 1319 


repair equipment. 
Typewriters, new_.___.-__---- ie le 
Typewriters, used....__._-.__- L-54-a. ._. (0) 
Tracklaying tractors (unused) 
Tracklaying tractors, tractor 
mounted equipment (used) 
listed on Schedule A of 
LAG Be apee e  L16 ee 1319 
Transformers, distribution or 
power, which are either: 
(a) 250 KVA and larger 
(b) Multiple phase 
(c) Not in conformity with 
EI-NEMA $s stand- 
ards, or 
(d) Not listed in the manu- 
facturers catalog as of 


January 1, '44.-..._. M-293. _. 2643 
Trucks, power or mobile 
hoiste!20; 28S. fice eee L-112.___._-. 1319 
Vacuum cleaners, industrial_..| L-222._...| 1319 
Vault doors... 12 .625-52-292-08 L-142____- None 


Wire intercommunicating sys- 
tems, telephonic------.------ 


1 Apply local rationing board. 


GVPO—War Board 11181 F—yp, 2 


INSTRUCTIONS 
FORM WPB-617 ; 


FORMERLY PD-200 
(6-17-44) 


Applications will not be accepted for consideration unless prepared in accordance with these instructions 


GENERAL INSTRUCTIONS 


WPB--617 is the application form used 
for mest industrial and non-industrial 
- projects, such as factories, warehouses, 
farm houses and other farm construc-~ 
tion, hotels and other accommodations 
primarily designed for transients. Other 
forms are used for housing; water, gas, 
steam heating, electric power, telephone 
and telegraph facilities for use by the 
public; for petroleum facilities; and for 
certain other specialized kinds of au- 
thorizations which are provided for un- 
der blanket orders of the WPB or by 
special authorization forms. Schedule 
C of Order L—41 indicates some of these 
forms. 

The applicant will prepare five (5) 
copies of this form, retain one and file the 
original and three copies, with supporting 
papers, as directed in “Wheie to File”. 
If the application is accompanied by re- 
quest for tax amortization, one addi- 
tional copy of the WPB-617 must be filed. 

The applicant must be the person who 
is, or is to be, the owner of the proposed 
project or his duly authorized represent- 
ative, All copies of the application must 
be signed and dated by him or his duly 
authorized representative. 

Where it can be demonstrated that the 
filing of individual project applications 
will interfere with the war effort or cause 
extreme hardship, one application may 
be filed requesting blanket authorization 
to do miscellaneous routine construction 
over a fixed period of time. For further 
information in this regard, see Direction 
3 to Conservation Order L-4i (formerly 
WPBI-43 revised) available at all WPB 
field offices. 

The use of materials and certain 
equipment is restricted by the “Con- 
struction Limitations”, Schedule A of 
CMP Regulation 6 which is a part of 
these instructions and which is changed 
at intervals as changes occur in the avail- 
ability of materials and equipment. The 
latest issue of the “Construction Limita- 
tions”, available at WPB field offices, 
Should be studied carefully before the 
application is prepared. The “Construc- 
tion Limitations” will be referred to in, 
and made a part of, the authorization. 


SuprorTinc PAPERS To BE FILep 


Be sure to submit the following papers 
with your application if applicable: 

1, Utility Certificates or Letters.—If it 
is necessary that a Utility System (gas, 
water, electric, or sewer) construct 
new or additional facilities in order 
to service this project, there must be 
attached to this form; for gas, water, or 
electric (WPDB-3348 or WPB-2774) 
or for sewers WPB-3445 or WPB—2814.3), 
prepared by the Utility Systems in ac- 
cordance with instructions appearing 
thereon. 

2. Taz amortization: If tax amortiza- 
tion privileges are requested, attach form 
WPB-3467, formerly TAS—21 ‘ Applica- 
tion for Necessity Certificate), and file 
simultaneously with the WPB-617 appli- 
cation. 

3. Hospital, school and sewage proj- 
ects. All WPB-617 applications of the 
following types shall be accompanied by 
the indicated form with all applicable 
questions answered: 

; Type Form required 


(a) Hospital projects. WPB-617.1 (Former- 


ly WPB-2814.1) 


(b) School projects... WPB-6172 (Former- 


ly WPB—2814.2) 


(0) Sewage and refuse WPB-6173 (FPormer- 


disposal projects. ly WPB-28143) 
Prvor to the issuance of the above new 


forms, applications of these types on 
Form WPB-617 must be accompanied by 
the forms formerly used as indicated 
above, 

4. Equipment forms.—Certain equip- 
ment of the kind shown in Appendix Tt 
of the Construction Limitations, requires 
the filing of special application forms. 
If such equipment is required, the ap- 
plicable WPB form shown opposite the 
item on the equipment list should be filed 
with WPB-61!7. 


How To Fir, Our Form WPB-617 
GENERAL INSTRUCTIONS 


Check proper square or squares in 
heading to indicate type of application. 

Section I—All questions in Section 
must be answered in all applications. 

Section YI—For applications under 
$25,000, excluding cost of land, fill out 
Section IT only if manufacturing or proc- 
essing equipment is required. For appli- 
cations over $25,000, excluding cost of 
land, or when tax amortization is re- 
quested, answer all applicable questions 
in Section II. 

Section IIJ—In all applications, list 
under Section III any items required 
which are described in these instructions 
under Machinery and Equipment. 

Use the blank page and separate sheets 
to answer questions which cannot be an- 
\Swered in the form itself. Identify 
answers with applicable questions. 


DETAILED INSTRUCTIONS 


Section JI—A. Breakdown of esti- 
mated cost. Include under 1. Building 
and other Construction the cost or value 
of all materials, building service equip- 
ment, labor, and all equipment installa- 
tion. Include under 2. Equipment 
(Total) the cost or value of all equipment 
other than building service equipment 
required for the project. Show under the 
equipment sub-headings the estimated 
breakdown of equipment costs. Include 
under 3. Other Costs (Excluding Land) 
engineers’, architects’, designers’ and 
contractors’ fees. 

D. Production.—(1f production is sea- 
sonal, give annual instead of quarterly 
production and explain). 

Column (f).—Enter total quantity that 
could be produced operating combined 
existing and additional facilities at max- 
imum capacity (168 hour week). 

F. Employment—tiInclude all skilled 
and unskilled piece and time workers 
in production and related departments, 
such as maintenance, shipping, ware- 
housing, power plant, etc., including 
working foreman and gang or straw 
bosses, but not those whose work is pri- 
marily supervisory. 

Columns (b}, (d', and (f).—Enter as- 


‘signed weekly hours of work applicable 


to the largest part of this force. 

Column (c).—Show estimated peak 
employment with existing facilities. 

Column (e).—Show the additional. 
number of workers (as defined above) to 
be employed by the new facilities, i. e., 
the net increase over and above the num- 
ber shown in Column (c). If the proj- 
ect is not an addition to existing facili- 
ties, show expected peak employment per 
week. 


Section Ili—Machinery and Equip- 
ment.—List in Section Ili items of ma- 
chinery and equipment. required for the 
‘project in the following categories; (In- 
clude equipment on hand or to be pur- 
chased, leased, or rented). Add contin- 
uation sheets if necessary. 

1. All manufacturing, processing, or 
service machinery and equipment (not 
including building service equipment), 
such as, but not limited to, food and dairy 
processing equipment; textile, fiber, 


leather, and clothing machinery; rolling 
mill machinery; power generating equip- 
ment; printing and publishing machin- 
ery; hospital equipment, etc. 

Incidental items of such equipment 
costing not more than $500 for each item 
or category of similar items, may be 
grouped in Section III under a general 
heading. Authorization to purchase 
such items will be limited to the dollar 
value approved. : 

2. All machinery or equipment listed 
in Appendix II of the Construction Limi- 
tations, Schedule A of CMP Regulation 6. 
NOTE: FOR EACH ITEM OF MACHIN- 
ERY OR EQUIPMENT SHOWN IN 
APPENDIX II REQUIRED FOR THE 
PROJECT, JUSTIFICATION MUST BE 
GIVEN IN SECTION I (EXCEPTIONS 
TO THE “CONSTRUCTION LIMITA- 
TIONS”.) THIS JUSTIFICATION IS 
NOT NECESSARY WHERE A SPECIAL 
FORM IS CALLED FOR IN APPENDIX 
II OR WHERE THE ITEM IS NOT TO 
BE PURCHASED, 

Column (a).—Enter the the name of 
the item of equipment. Give make and 
model number or equivalent, if known 
at the time of filing this application. 
This is especially important for sched- 
uled items. Give size and capacity 
needed. If exact specifications are not 
available, give estimate of requirements 
and explain in detail. 

Column (c).—Do not inclu@e installa- 
tion costs. If item is on hand, show 
value and insert the letters “O. H.". If 
equipment is to be leased give value and 
add‘&'. If used equipment is to be pur- 
chased, give price and add (U). 

Column (d).—Use this column only 
when the equipment is listed in Appen- 
dix II of the Construction Limitations. 


WHERE To FILE APPLICATIONS 

1. For applications for projects fi- 
nanced by the War Department, the 
Navy Department or the Maritime Com- 
mission, or financed by the Defense Plant 
Corporation with the sponsorship of one 
of those agencies, check with the par- 
ticular agency involved to determine 
where to file. 

2. All applications for farm construc- 
tion including farm buildings: File with 
County Agricultural Conservation Com- 
mittee having jurisdiction over the site, 

3. All applications involving grants of 
federal funds: File with WPB, Washing- 
ton, D.C. 

4. All other applications involving fa- 
cilities: File with the local WPB fleld 
office unless otherwise directed. 


ProcepurRES To FoLttow To OBSTAIN 
AMENDMENT To AUTHORIZATION To Be- 
GIN CONSTRUCTION 


(File where original application was 
filed.) 

For the following, submit a letter in 
duplicate giving serial number and date 
of issuance of authorization: 

1. Higher ratings—give purchase order 
number, description of item, name and 
address of supplier, his promised delivery 
Gate with present rating, and required 
delivery date. 

2. Request for permission to waive cer- 
tain restrictions placed in previous au- 
thcrizations—explain in detail why it is 
necessary. 

3..Time extension—explain fully why 
time extension is needed. 

FOR ADDITIONS TO STRUCTURES 
CHANGING THE DESCRIPTION OF 
THE PROJECT, OR ADDITIONAL 
PROCESSING MACHINERY OR EQUIP: 
MENT, needed for ccmpletion of an un- 
finished project, file WPB-617 and indi- 
cate in block 2 of the heading that an 
amendment is requested. Give seria} 
number and date of issuance of original 
authorization. Answer all applicable 
questions, confining answers to addi- 
tional facilities only. 
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aay 17, 1944 


Production—64 
Amendment 2 


SUBJECT: Certification of Processors — 1944 
ji _ Processing Vegetable Program 
Instructions for certifying processors in the 1944 Processed Vegetable 
Be Program provide that the State Conmittee will establish final dates for 

the acceptance of application for certification for a crop, which dates 


shall not be later than the date of the beginning of the packing season, 


‘These Bees sng are amended by the addition of the following par esr aoe 
7 to Section B. 


"B. 7. The State Committee shall advise the Regional 
director as to the final dates established 
for accepting applications for certification 
for each crop." 


* ; 
ni Gor Sa Panay es Hear q 


guly 20, 1944 


levine 6 


Production - 65 
Amendment 1 


SUBJECT: War Food Order 69.2 


metstia for sale of any product bane nine ? ee or more, of alco- 


ns Dates, pineapples and gooseverries. 
(2) Apricots below the U. §. No. 2 grade. Me eE 
(3) Plums below the U. S. No. 2 grade. a 
(4) Pears below the U. S. No. 2 grade. : 
(5) Freestone peaches below the U. S. No. 2-grade. 
(6) Clingstone peaches below the U. §. No. 2 grade. 
, (7) All clingstone peaches grown in California. 
sai (8) Early apples, grown in all States except California, below 
the U. §. Utility grade up to and including August 31, 1944. 
(9) Concord grapes by each winery in a quantity not in excess of 
€0 percent of the quantity used by such winery for wine 
purposes in the 1942 season. Sa: Sh 


The order further provides that the apricots, plums, pears, or peaches below 

the U. S. No. 2 grades, and early apples below the Utility grade, which are . | 
released under WFO 69,2, must have been culled from a larger lot or lots : 
which were sorted for market in fresh form, or for processing. “me 


It will be understood that, in accordance with the above provisions, all 
dates, pineapples, and gooseberries; also apricots, plums, pears, and me 
peaches below the U. S. No. 2 grade; all clingstone peaches in California; “ 
-and early applés, except those grown in California, below the U. S. Utility | a 
grade, up to and including August 31, 1944, are released automatically ae 
under the general authorization. Furthermore, each winery will be per- eas 

mitted to use Concord grapes not in excess of 80 percent of the quantity ay 
used by such winery for wine purposes in the 1942 season. As the fore- ieee 
going fruits are all released under a general authorization, it will not rr 
be necessary that they be released under special authorizations issued by Baek 
a member of the mepuaeuL ye county AAA committee. ae 


er cnt copfesiof io 69-2 will be supslied to cach State for county 
‘aa stribution. 


[WFO 69-2] 
ae 1405—FRUITS AND VEGETABLES 


‘GENERAL AUTHORIZATION WITH RESPECT TO 
__—-—«* FRUIT FOR ALCOHOLIC PURPOSES 


- Pursuant to the authority vested in 
Ie by War Food Order No. 69 (originally 
issued as Food Distribution Order No. 69, 
8 FR. 10477), as amended (9 F.R. 4321, 
4319, 4528) , and in order to effectuate the 
- purposes of the aforesaid order, it is 
hereby ordered as follows: 


 -§ 1405.44 General authorization—(a) 
Definitions. Each term defined in War 
Food Order No. 69, as amended, shall, 
when used herein, have the same mean- 
ing as set forth for such term in War 
Food Order No. 69, as amended. 
_ (b) Authorization. The following 
fruit, in any area, may, subject to the 
additional limitations set forth in (c) 
_ hereof, be used in the production for sale 
of any product containing 7 percent, or 
"more, of alcohol, by volume: 
: aS (1) Dates, pineapples, and gooseber- 
ries; 
_ (2) Any apricots which fail to meet 
the specifications for the U. S. No, 2 
grade, or better, as set forth in the U. S. 
Standards for Apricots issued on May 
25, 1928, and reissued on March 30, 1942, 
i by the United States Department of 
‘Agriculture; 
; (3) Any plums which fail to meet the 
_ specifications for the U. S. No. 2 grade, 
or better, as set forth in the U. S. Stand- 
ards for Plums and Prunes (Fresh) is- 
sued on May 28, 1937, and reissued on 
January 18, 1943, by the United States 
‘% Department of Agriculture; 


oh 


bee 


_ War Food Administration, 
_ Summary to WFO 69-2. 


The War Food Administration has an- 
nounced the issuance of a general au- 
thorization under War Food Order 69, 
as amended, effecting the use of certain 
_ fruits and the lower grades of other fruits 
_ in the production of alcoholic products. 

This action was taken as a result of 
prospective large crops of deciduous and 
citrus fruits, and in order to facilitate 

operations under the order during the 
1944 season. The amendment is effec- 
- tive July 15, 1944. 
_ Fruits released are: dates, pineapples, 
and gooseberries; also, apricots, plums, 


WAR FOOD ADMINISTRATION 


(4) Any pears which fail to meet the 
specifications for the U. S. No. 2 grade, 


_ or better, as set forth either in the U. S. 


Standards for Summer and Fall Pears 
such as Bartlett, Hardy, and other simi- 
lar varieties, issued on June 26, 1940, 
and reissued on September 3, 1942, by 
the United States Department of Agri- 
culture, or in the U. S. Standards for 
Winter Pears such as Anjou, Bosc, Win- 
ter Nelis, Comice, and other similar va- 
rieties, issued on June 28, 1940, and re- 
issued on May 20, 1942, by the United 
States Department of Agriculture; 


(5) Any freestone peaches which fail 
to meet the specifications for the U. S. No. 
2 grade, or better, as set forth in: the 
U. S. Standards for Peaches issued on 
April 22, 1933, and reissued on June 22, 
1943, by the United States Department 
of Agriculture; 

(6) Any clingstone peaches which fail 
to meet the specifications for the U. S. 
No. 2 grade, or better, as set forth in 
the U. S. Standards for Peaches issued 
on April 22, 1933, and reissued on June 


22, 1943, by the United States Depart- 


ment of Agriculture; 
(7) Any clingstone peaches, without 


‘regard to grade, grown in California; 


(8) Any early apples (grown outside 
of the State of California) which fail to 
meet the specifications for the U. S. 
Utility grade, or better, as set forth in 
the U. S. Standards for Apples issued 
on August 26, 1937, and reissued in Oc- 
tober 1939, by the United States De- 
partment of Agriculture, but this general 
authorization to use said early apples in 
the production for sale of any product 


4 
\ 
- 
; ee 1 
‘ 


. pears and peaches below the respective - 


U. S. No. 2 grades; all cling peaches in 


California; and early apples (grown out-. 
side of the State of California) below 
. the Utility grade up to and including 


August 31. Conéord grapes are released 
to each winery in a quantity not to ex- 
ceed 80 percent of the quantity the win- 
ery used for wine purposes during the 
1942 season. 

The order further provides that the 
apricots, plums, pears, or peaches below 
the U. S. No. 2 grades, and early apples 
below the Utility grade, which are re- 
leased by this action, must have been 
culled from a larger lot or lots which 
were sorted for market in fresh form, 
or for processing. 


containing 7 percent, or more, of alco- 
hol, by volume, is limited to the period © 
beginning with the effective time of the 
provisions of this order and ending on — 
August 31, 1944, inclusive; and a 


(9) Any Concord grapes by any winery, ’ 
but the respective winery is limited to a 
quantity not in excess of 80 percent of | 
the quantity of Concord grapes used by 
such winery for wine purposes during the © 
1942 season. fe 

(c) Additional limitations. The apri-— 
cots, plums, pears, or peaches which fail 
to meet the specifications for the U. S. 
No. 2 grades, or better, as set forth in ®, 
(b) hereof, and the early apples which 
fail to meet the specifications for the 
U. S. Utility grade, or better, as set 
forth in (b) hereof, may be used in the ; 
production for sale of any product con- — 
taining 7 percent, or more, of alcohol, 
by volume, only in the event such fruit, j 
which fails to meet said grade specifica- ‘f 
tions, has been culled from a larger lot a 
or lots which were sorted for market in 
fresh form, or for processing, and the lot 2 
of fruit which has been culled, as afore- _ 
said, fails to meet the grade specifications “4 
set forth in (b) hereof. ‘ 


(d) Effective date. This order shall. ' 
become effective at 12s 01 a. m., e. w. t.; 
July 15, 1944. 


(E.O. 9280, 7 F.R. 10179; E.O. 9322, 8 F.R. 
3807; E.O. 9334, 8 F.R. 5423; EO. 9392, 
8 F.R. 14783; WFO 69, 8 F.R. 10477; 9 F.R. 
4321, 4319, 4528) 


Issued this 13th day of July 1944. 


LEE MARSHALL, 
Director of Distribution. 


—. 


= 


a 


The original order restricts the use of - 


‘11 fruits and 12 kinds of berries in the 


production for sale of a product contain- 
ing 7 percent, or more, of alcohol, by 
volume. The fruits and berries on which 
the restrictions remain unchanged are Ta 
apples (late), cherries, currants, prunes, 


‘blackberries, blueberries, Boysenberries, em 


dewberries, huckleberries, Johnsonber- _ 
ries, Loganberries, Olympic berries, rasp- 
berries, strawberries, and Youngberries. 
Such fruits and berries, however, may be 
released under certain conditions, 
through special authorizations issued by __ 
county AAA committee members or by 
designated regional authorization afficers. : 
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Penalty for Private Use to Avold 


OFFICE OF DISTRIBUTION _ maine wis rae Postage, $300 
WASHINGTON 25, D. C.. tage see Pale age ; “ita wine 
OFFICIAL BUsINESs : - 


TCULTURAL ADJUSTMENT AGENCY = pe 
ee te a. a ‘July 20,1944 
SPECIAL SERVICES MEMORANDUM - 114 Production — 65 
Reaaneys rrr: : Amendment - 2 


. SUBJECT; War Food order 69, Amondnent 3 


War Food Order 69, Amendnent 1, was issued on April 25, 1944, 
; effective May 1, 1944, your attention is directed to the fact that 
Amendment 1 was later renumbered Anendnent 2, 


There has just been issued WFO-69, Amendment 3, effective July 15, | 
fe (copy attached) , which is of particular interest to members of the ity 
county AAA committees, in that it authorizes each member of a county Na eee 
ASA committee to issue special authorizations. Heretofore, only the 
chairman or, in his absence, the secretary of a county AiA committee ae 
was authorized to sign such special authorizations. It should be ‘ 


_ noted that the secretary of the committee may not sign special au- 
_ thorizations after July 15. 


_ There has been added a paragraph restricting the use of any alcoholic 
“product (including but not limited to, vinegar stock) having an al- 

coholic content of less than 7 percent, by volume, produced from fruit, 

after the effective date of the amended order (July 15), in the pro- 

_ duction of a product having an alcoholic content of 7 percent, or more, 

_ by volume. The provision was added to emphasize the restriction 

- imposed on vinegar stock, which has also been defined in the amended 

order. As nembers of the county A\A committees are authorized to issue 

releases only on fruit, which is in fresh form and is still owned by 


_ the grower thereof, all releases on vinegar stock will be issued by 
Regional authorization officers. 


Sufficient copies of WFO 69, Amendnent 3, will be supplied to each state 
for distribution to counties, 


E-3 


hae ee eae | 


a 2 


[WFO 69, Amdt. 3] 


Part 1405—FRUITS AND VEGETABLES 
FRUIT FOR ALCOHOLIC PURPOSES 


War Food Order No. 69, as amended 
(9 F.R. 4528), is further amended as fol- 
lows: 

1. By inserting after § 1405.13 (a) (11) 
thereof the following additional provi- 
sion: 

(12) “Vinegar stock” means ferment- 
ing or fermented apple juice or apple 
cider. 


2. By deleting therefrom the provi- 
sions of § 1405.13 (b) (1) and inserting, in 
lieu thereof, the following: 


(bo) Restrictions. (1) Except as pro- 
vided in (b) (2) hereof, no person shall 
use fruit in the production for sale of 
any product containing 7 percent, or 
more, of alcohol, by volume, unless au- 
thorized to use such fruit for such pur- 
pose (i) pursuant to a special or general 
authorization issued by the Director, or 
(ii) pursuant to a special authorization 
issued by a member of the County AAA 
Committee in the county where such 
fruit is available. An authorization, as 
aforesaid, by a member of the respective 
County AAA Committee shall be issued 


WAR FOOD ADMINISTRATION 


only with respect to a particular lot of 
fruit which is in fresh form and is still 
owned by the grower thereof, if such 
member determines that no market is 
available for such fruit for human con- 
sumption except when used in the pro- 
duction for sale of a product contain- 
ing 7 percent, or more, of alcohol, by 
volume: Provided, That if the member 
of the respective County AAA Commit- 
tee determines that no market is avail- 
able because the fruit is unsuitable for 
human consumption except when used 
in the production for sale of such al- 
coholic product, such fruit shall not be 
released if the grower thereof failed to 
exercise reasonable care to prevent such 
fruit from becoming unsuitable for hu- 
man consumption, as aforesaid, or rea- 
sonable efforts to dispose of or utilize 
such fruit prior to its becoming unsuit- 
able for human consumption, as afore- 
said. The issuance of any special au- 
thorization in accordance with (b) (1) 
(ii) hereof, to use a particular lot of 
fruit, shall be under the supervision of 
the Director and subject to such addi- 
tional or other conditions as the Director 
may, from time to time, specify. 


3. By inserting after § 1405.13 (b) (4) 
thereof the following additional provi- 
sion: 


(5) No person shall use any alcoholic 
product (including, but not limited to. 
vinegar stock) having an alcoholic oa 
tent of less than 7 percent, by volu 
produced from fruit, after 12:01 a. 

e. w. t., July 15, 1944, in the production 
of a product having an alcoholic content 
of 7 percent, or more, by volume. : 


This amendment shall become effec- 
tive at 12:01 a. m.e. w. t., July 15, 1944. 
With respect to violations, rights accrued, 
liabilities incurred, or appeals taken un- 
der said War Food Order No. 69, as 
amended, prior to the effective time of 
the provisions hereof, the provisions of 
said War Food Order No. 69, as amended, 
in effect prior to the effective time hereof 
shall be deemed to continue in full force 
and effect for the purpose of sustaining 
any proper suit, action, or other proceed- 
ing with regard to any such violation, 
right, liability, or appeal. 


(E.O, 9280, 7 F.R. 10179; E.O. 9322, 8 F.R. 
3807; E.O. 9334, 8 F.R. 5423; E.O. 9392, 
8 F.R. 14783) 


Issued this 14th day of July 1944. 


ASHLEY SELLERS, 
Assistant War Food Administrator. 


War Food Administration, 
Summary to WFO 69 Amendment 3. 


County AAA Committee members have 
been authorized by the War Food Admin- 
istration to issue special authorizations 
for the release of fruit for use in the pro- 
duction of alcoholic products. This ac- 
tion is in the form of an amendment to 
WFO 69 effective July 15, 1944. 

Heretofore, only the chairman or, in 


War Foop ADMINISTRATION 
OFFICE OF DISTRIBUTION 
WASHINGTON 25, D. C. 


OFFICIAL BUSINESS 


his absence, the secretary, of the County 
AAA Committee, in the county in which 
the fruit was available, was authorized 
to release fruit under the order. The or- 
der restricts the use of the designated 
fruits in the production for sale of any 
product containing 7 percent, or more, 
of alcohol, by volume, unless released 
for that purpose through a special or 
general authorization. 


The amendment also emphasizes the 
restriction on vinegar stock by specific 
mention of that commodity. Vinegar 
stock is defined as fermenting or fer- 
mented apple juice or apple cider and its 
use is likewise prohibited unless released 
by authorized representatives attached 
to the regional offices of the Office of 
Distribution, WFA. 
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Penalty for Private Use to Avoid Payment of 
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“SERVICES MEMORANDUM - 115 Machinery Rationing-152 


* 


‘SUBJECT: 1944-45 Farm Machinery Rationing Program 


attached procedure contains the instructions for the distribution and 


ioning of farm machinery and equipment for the 1944-45 program, The 
cedure is divided into three parts as follows: ; 


eo Part I. General operation of the 1944-45 Farm Machinery : 
ea _ Program of interest to committcemen and dealers, 


Part II. Functions and responsibilities of the groups con- 
ee cerned with farm machinery distribution and rationing, 


Part III, Forms to be used in notifying manufacturers concerning 
Sie county distributions on allocations from the national 
eae, . reserve and of changes in distribution plans. 


Sample copies of the rationing forms are attached. Printed copies of these 
ms will be shipped to the States in time for distribution to counties 
rior to October 1, 1944, States may desire to prepare copies of Part I of the 
‘procedure in quantities sufficient for distribution to county and community 

. com tteemen and dealers. A supply of War Food Order No. 14, Supplementary 
-% r No. 1, Revision No. 2, sufficient for county distribution, is being 


ed under separate cover, 


f 


e new program for the distribution and rationing of farm machinery and 
ipment is similar to that in effect during the past year. The major 
wes from this year's program are: 

Reduction in the number of schedules from 3 to 2, 

Reduction in the number of items rationed from 31 to 19, 

Use of Letters of Bligibility in all States is required on 

and after October 1, 1944, for Schedule I equipment. 


use of Letters of Eligibility for Schedule II equiptient will be optional 
th each State: committee, . 


tems of machinery to be rationed and the number of schedules and their 
vents are essentially the recommendations of the majority of State con- 
tees, with due consideration being given to the importance of certain 
chines in the areas of heaviest usc. 


ENERAL OPERATION OF THE 1944-45 FARM MACHINERY PROGRAM 
OF INTERES? 70 COMMITTESMEN AND DEALERS 


4 


Ue ‘The 1944-45 Farm Machinery Si tuation 


tity of farm machinery which will be available for farm use during” 7 ae 
4-45 crop year will depend upon the progress of the war. Military é ie 
must be satisfied first. As the Nation has become more completely | 

ed to war production and as.military needs have leveled off, the 


tion of greater quantities of some raw materials to non—nilitary 


ction, such as food and fiber, has become possible, Thus, thé quan- 

ity of farm machinery made available in 1948-44 has been materially larger | 
han that produced in 1942643, However, the production of certain implements, 
Jarticularly those involving anti-friction bearings, malleable castings, 

sings, engines, and motors, is still linited by requirements of the high- 
sst priority military progrens for aircraft, landing barges,. combat trucks, 

and other highly essential military material, . ne 


cause war trends cannot be predicted, carly in 1944 requirements for farn - 


é oN 
chinery for 1944-45 farm use were based upon assumptions that food require- sha 
nents would remain at about the sane level as in 1943-44 and that the quan-— 
tities of materials and component parts which could be nade available would 
© approximately. the sane ag in 1943-44, Tine consuned in ordering and ob-— 
te ing materials and parts,in establishing assenbly lines, and finally, 
ine mpleting and shipping implements necessitates establishing requirenents zs 
ma months in advance of the season of use, In view of the time element, 4 
early easements in the material and component supplies could not be te 
xpected to result in a rapid increase in the production of farn machinery. Y nley 


“present indications are that the quantity of nachinery to be producod Be ae 
farm use in 1944-45 will be about the sane quantity as that which was Be 
mands for machinery have increased since 1942 and are at the greatest 


level in history... In view of the above, fam nachinory production cannot 
Ow e authorized at the levels necessary tc fill all demands. 


: _ Production Facts 
chinery production is governed by War Production Board Order I-257, 
at turn, is based upon requirements presented by the War Food Adnin-— 
on and which &re reviewed and passed upon by WPB in terms of the 
[lability of raw materials, couponent parts, labor, and other basic 
eS | . eee 
edule B of Order L-257, which authorizes machinery production for 1944- 
fara use, establishes quotas for each type of imolement. Manufacturors 
se quotas to their production in 1940 or 1941, in whichover year 


Poe the quantity wich, each | m 
“@pplicable period, ous ur 


For some ‘iol enone Ss; particularly Smporeeit’ Nnbartaae ne mplemer 
duction is authorized at Considersbly higher than Shee rates. 
- Machinery produced for none fann use, for mi eae Hees or for export, 

authorized, scheduled, ete produced apart from that for domestic farm 


‘ eRe 


« 


ecm 


Rationed Farm Implements ee a 4 ae 


‘In 1942-43, when ma achinery production « was: at its Honest. ebb, cb 
farm machinery were rationed, In 1943-44, increased production 
reducing the types of rationed implements. to $1. Greater machinery ro- 


pro: 
duction in 1943-44 and. the production outlook for ‘s44-45,, peer : 
rationing fewer types of equipment. ee Pie 


.) “ 


Effective July 20, 1944, 19 farm Fe cee are rationed, Mine’ ee 4 
implements are listea in Schedule I, which means that for these imple ents | 
there are State quotas and count 7 anobas which govern the number of 


of Bligibility and ee Cortificates which may be. issued 
authorize purchases, ‘Ten 


Schedule II and 
Certificates, 


to farmors to 
types of machinery and eavipment are listed in- Fake 
are not eee to county quotas, but require Purchase aa 


The 19 implements rationed in 1944-45 are those listed below: ower 


. ee bine ve Bes Sas Jy 
aS" Scheduie 1 Re yr al Spa 


Tractors’ © : i. ; hie oe ee 

teat ck-up. Balers Corn gue ekers ee 

Side Delivery Rakes. - Corn Binders £ ek 
Hay Loaders — a Se ig st AA eke a 
Combines TERRY. aah erat, pee 5 


Schedule II me ee rT ee 


sat 


tees Grain Drills 


Sprayers* a 
Potato Planters > ova _ Water Well Systems* 
Potato Diggers Power Pumps* 


Ensilage Cutters ss EA eae Irrigation rues 
Garden Re ee a ne a elie Milk Coolers* 


/ 


P 


* Manufacturers: establish distribution for. to 


0) ee 
on this equipment, 7 wf is BS aes 


oe aN; ue aS 


\ 


Distribution of Heveone® Implements 


fern machinery 
of the quanti tics of 


‘Under the 1944-45 rationing program, as in 1943-44, 
facturers will inform the War Food Admini stration o: 


‘Schedule equipment (except that marked by an asterisk) 
t to deliver for sale in oach State for 80% of thoir scheduled’ 
on. This distribution is accoptedy The remaining 20% of each © 
urer!s production may be distributed only as directed by the War 

The purpose of this reserve is to provide a means A ie 
in.areas in which new shifts of war crops or where 
ne OX} sential crops are taking place. For certain other 
items listed in Schedule Il (those marked with an asterisk), manufacturers _ 
(establish the distribution for 100% of their production, 


a 


B cause manufacturers and distributors do not have knowledge of each other's 
perations in establishing county distribution plans for Schedule I imple- 
ments, State ASA committees which are in charge of the rationing progran 
in each State, may adjust manufacturers! county distribution plans (for the — 
80% which manufacturers distribute by States without restriction) by 10% of — 
the total distributed by each manufacturer, | 


! There are no. county distribution plans for Schedule II itons. 


No distribution controls are placed on non-rationod implements, or repair 
Ma! parts, or attachments, No rationed. implement may be considered as an 
attachment, bee iy 


by ADR) County Farm Rationing Committees 


ounty Farn Rationing Connittees are established in each county having a De 
substantial agricultural area, and consist of three regular nembers and i 
two alternate members who are farmers residing in the county. A momber ; 
ay f the County Agricultural Conservation Committee is the chairman. Not 


san serve. Dealers aro .not eligible to serve on tho 


County Fam Rationing 
maittees, The Committee is chosen annually by the County Agricultural 


ervation Committee. Tho members serve without compensation, 


The function of the County Farm Rationing Comittee is to receive appli- 

ions from-persons who desire to purchase rationed farm machinery, to 

determine the applicants who are eligible, and to issue Letterof Blisi- 

b ity and Purchase Certificates. Unless authorized by the State AAA 
nmittee, County Form Rationing Committees may not execoed quotas, 

Be inane! coats Far Rationing Committees may be appcaled to the State 
committee by filing appeals with the County Agricultural Conservation 

Comittee for the county, | 


The Rationing Procedure On and After October 1, 1944 


e Rationing Procedure now in effect should be followed up to October 1, 
AON MBI: a se eiagne ee ONE teak . 


Persons desiring to purchase rationed fam 
ith their County Farn Rationin 
Orman i 


machinery file applications cts 
& Committee by completing in full Application ie 


{ 


\ 


abel - Ji 
tis 
“gs 
Wate . 
ay : 
tae 


2. The County Farn Rationing ¢ Conni ttec will 
the application a5 muloh ay an if 


pants to bE eligible and if quota ey ene OED ened 0 Goa 
issue ee a Letter of Eligibility a ae 


If the applica n na 
nay issue a Letter of Eligibility o or Purchase | Gort af it de m 
that use of the implement by the applicant will help to increase or m 
the production of essential crops, livestock, or livestock products, k 
in mind that the supply Sek not be adequate to satisfy all ge 


If. tho application does not receive favorable hieta eet the Comni tte: : 
will notify the applicant, in writing, of its decision and of the nee 
in which an appeal nay be filed, 


4. If the applicant receives a Letter of Eligibility, he nay take inne to 
a dealer and negotiate for the type of implement specified thereon, 
(County Farm Rationing Committees when issuing Letters of Bligibility will | 
state tho name of an inplenent, such as "tractor" and will not state the 
~s »  make, model,, or sizo, or the name of tho dealer from whom it nay be 
purchased. ) 
4, On and after October 1, 1944, dealers shall couplete negotiations for 
the sale of Schedule I equipment only with holders of Letters OF: Eligibilit 
dated not earlicr than October 1, 1944.. (Transfer is subject to issuance « 
a Purchase Certificate issued on and after October 1, 1944, specifying theees 
make, model, and ‘size, as certified on a Letter of. Bligibility). nA. Setleted 
: eae of Eligibility will sorve as a notice to the dealer that the applicant iste: 
3 eligible to negotiate for the desired machinery, ee (el ee 


5. If the equipment described is in stock or in transit and if the dealer 
wishes to sell to the holder of a Letter of Hligibility, he must so certify — 
thereon, Otherwise, he must decline to accept the Letter of Eligibility 
that the holder may locate the desired implenent. elsewhere,» f the deal 
Beis has an implement on hand which is not needed in the county specified »: 
a: manufacturer, the dealer nay certify its availability by signing a Let es 
. Eligibility, without regard to the county designated by the nanufacturer, 
Before he determines that need does not exist, it is assumed that the © 
dealer will discuss the county situation with the County Farn Rationing © 
: Committee for the county represented by the manufacturor!'s designation. 
H _ After completing the Dealer's Certification, the dealer will roturn the 

Letter of Eligibility to the holder, 


Ba 6. If the dealer has an implement on hand for which there is need in tho 
ae county specified by the manufacturer but for which there is no apparent © 
Be holder of a Purchase Certificate, he shall notify the County arn Ratio 
Se Committee. 


ined « hoe ie Certification on _ the Lotter | 


binky Farn Rationing cane yted will then review the Letter on 
b lity and will issue a Purchase Certificate-which will authorize 
completion of the sale, The make, model, and size of the implement, and 
e name of the dealer, all as given in the Dealer's Certification on the 
ber of Hligibility, shall be entered on the Purchase Certificate. How 
the Committee may refuse to issue a Purchase Certificate if it deter 
s the equipment certified on the Letter of Eligibility is not suitable 
or the applicant's farming operations. Such situations night arise when: 
a) the applicant's needs have changed; (b) his need was net by acquiring 
sed Loa or Ao) when the Committee determines the size of implement 


ios or: servicing a japeer total acreage. (The latter circumstance might 
arise if a farmer with a small acreage desired a large tractor, combine or 
corn picker; whereas, his needs could be net with a snaller size). If the 
Connittee declines to issue a Purchase Certificate for any reason, it will 
“promptly notify the dealer who has certified the availability of the iiyple- 
: ont “that he poy sign another Letter of Eligibility for this ee roa 


ro oF poeinor sy was Srnec eae for sale, he haa in paragraph 5, 
4, it is assumed that the dealer will consult with the appropriate 
nty Farm Rationing Committee in reaching a decision that the inplenent | 
not needed in the county for which it is designated, 


va 


. ae a fe ‘ i oe AR A : Deere 
FUNCTIONS AN "RESPONSIBILITIES OF THE GROUPS CONCERNED 
WITH TARM MACHINERY DISTRIBUTION AND RATIONING 


e Palindine is an outline of cata seaie and He ioe ches set forth 

in WFO-14, Supplementary Order No. 1, Revision No. 2. Some administrative 

decisions made by the War Food Administration are also included, Schedules 
I and II are attached, 


A. Responsibilities of the Trade 


1, Manufacturers shall: 
a. Transfer 100% of the items of Schedule II equipment marked is 
with (*) and manufactured under Schedule B of WPB Order L-257 ee 
without submitting any distribution plans. Any such Schedule a 

II items manufactured under Schedule A of WPB Order 1-257 may 

~ abes “Tansterred without peeane to previous distribution plans, 


Dea On or before August 10, 1944, ‘report to the Director, the 
distribution by States of 80% of the production and the pro- 
posed distribution of the 20% reserve of each type of Schedules 
I and II equipment produced under Schedule B of WPB Order I-257, 
except those in Schedule II indicated by (*). Form to be used 
is "Exhibit A" State Distribution Plan, a copy of which appears 
in the order, 


If a manufacturer fails to submit this report by the date 
specified, the Director is authorized to formulate the distri- 
- bution plan for the manufacturer, 


c. On or before September 1, 1944, report to sach State AAA com- 
mittee, the number of units of each type of Schedule I equipment 
for shipment to that State. This report shall include only 80% 
of the production and will also show the manufacturer's proposed 
county distribution plan. Form to be used is "Exhibit B" County 
Distribution Plan, a copy of which appears in the order, 


If a manufacturer fails to make this report by the date specified, 
the State AAA committee is authorized to make the county 
distribution plan for the manufacturer, 


a. Within 30 days after authorization, make supplemental distribution 
reports to the Director for any additional Schedule I or Schedule II 
equipment, (except types in Schedule II marked with an asterisk), 

authorized for production and not covered by original reports, 
“Schedule I equipment covered by a supplemental report shall be 

distributed by States and counties in accordance with instructions 
issued by the Director, 


nia ee LO TOL ee rE ye on report with the Director. Bae 


prior to Oataner. 1, 19 44, 


ee 
I sauianeee ‘which he r) 
county of the Schedule A production (oof of the 2 a 


Transfer not more then 80% of his. maaan of a 


iten, except for items narked with co)s prior to 


= r 


(1) On and AS es 10. follow paueiag Stank distrib 
plans as submitted to the Director for Schedule I and 
Schedule II’ equipment, except for itons in | Behedule 1 
marked with Ce poe abies 


(2) Between September 1 and September 30° fovlow county dis ris 
‘ bution plans for Schedule I Ode DCR. as submitted | e 
State hig committee, 


the case of Sonedurs 1 su oust. of tne ey ae oe 
machines are intended. Manufacturers may sell directly 
in, ee established distribution ee 


Sra Bera ee trae me gles ee 
asfer Sel e I and Schedule II equipment, except items 
la with an (*), manufactured under Schedule A of Order 
‘1-257 only in accordance with distribution plans heretofore | 
established, gs oe 3 ae 


ote 22) Inform the State AAA committee in writing (exhibit 6 of the es 
| Lali ciara Order) of any Schedule I equipment manufactured under Schedule A 


of WPB Order 1-257 which is transferred to dealers for sale in 
the State after October 1, 1944, 


¥ 


ae De ‘Maintain records and reports as required by Section 1202, 309 
. of the Order, 


_ Notify the Director as soon as he determines that his produc- 
tion of any Schedule I or Schedule II item scheduled for pro- 

_ duction under Schedule B, Order L-257, will not pormit hin to 

_earry out in full his State distribution plans. The notifica~ 

_ tion shall indicate the States and the extent to which thoy will 

> not be fully supplied. 


Tite? 46 


f. ~ 
_ Dealers shall: 


a. On and after July 20, 1944, sell Schedule I equipment only to 
holders of Purchase Certificatos fron a county where the dealer 

has equipment designated for gale in accordance with manufac 
turers! notifications; except in those unusual cases in which @ i, ete 
need for the equipment does not exist in the county where the  — oi 
dmachinery was designated for sale. It is assuncd that the ee 
. Gealer will consult with the appropriate county farm rationing rae 
committee in reaching a decision that the implement is not needed a 
in the county for which it is designated, . b: 


b. Complete negotiations for the sale of Schedule I equipment on 
. and after October 1, 1944,- only with holders of Letters of 
Eligibility issued on and after Octobor 1, 1944. Transfer is a 
subject to issuance of a Purchase Certificate dated on and after 1M 
October 1, 1944, specifying the make, model, and size as certi- ee: 
fied on a Letter of Eligibility, A Letter of Bligibility will 
serve as notice to the dealer that the applicant is eligible to 
negotiate for the desired machinery. 


¢. Notify the County Farn Rationing Committee if there is an imple— 
\ ment on hand for which there is need in the county specificd by 


the manufacturer but for which there is no apparent holder of a 
Purchase Certificate. ; 


d. Complete the certification on the Letter of Hligibility if the 
equipment is available or if the dealer has received notice of 
shipment of the machinery and terms of sale to the applicant 
have been arranged. Dealers should not accept Letters of 
Hligibility unless they can conplete the certification, 


) 


pundtnee 


Sell any i 
Purchase 


Not secre 


cee may ae Sea fron stock ape n 
AA-4 or higher rating? aed 


(1) 


If the item is in his stock: as “a replacenen 
ey a: sold ona rated order; or ie 


(2) 


(3) If the rated order is ey with hin aivectly by the 
Ro. Arnyv or Navy (and not indi recs ty Oy a contractor. or 
ee othorwisse) 


IT “equipment eota 


i. Forward to the issuing County Farm pat ee Ces a ¢ 
of the invoice or sales check for each item of Schedule I 
Vin equipment sold provided solling price is: $15: 00 or no! 
If desirable, this information nay be furnished on the ae 
Purchase Certificate. tg Side 


abe BEE 08 oe of the WHA Oe ee ena ae oe sae : - 


es The WEA in Washington shalt ee 


e en <gepecetyes on or before ropa ‘10, 1944, ey State dis 
ea Karty ‘bution plens from manufacturers for Sehodulea qT and If eg 
ies xcept those types | in Schedule il marked with an a 


» 


manufacturer if ‘the nenufacburer - fails to ‘report by! dug 
1944, ‘ ve 


F,stakerst Directives may be issued when ne 
current production, 


Ce 
see 


leo) ghee to idee Uele 1, 1944, Penn ‘to See AAA committees, 
re State guavas by namufacturers for Schedule I equipment. 


3 (2) Forward. to State AAA committees iste quotas for suhoduue iy 
equipment, except for itens marked with an (*). 


(3) Notify Statos of ‘distribution of additional machinery “4 
authorized for ee 


~The Stato AAA Comittee shall: 


ey Review prior to. September 20, 1944, plans submitted by manufacturers 
for distribution of Schedule I equipment by counties. States may om 
peel -. change these plans by not more than 10 percent of each type of a 
Apa bere equipment planned for distribution in the State by each nanu- 
é | facturer, (Additional changes can be nade with the consent of 
| _ the nanufecturer,) — 


ee copere, at its discretion, a county distribution plan for the 
manufacturer if the manufacturer fails to make his report by 
September 1, 1944, 


C. “Notify nanufacturers on or before September 20, 1944, of any 


changes in county distribution plans or that no changes will 
‘be Mades = 


= 


ad. Notify counties that effective October 1, 1944, Schedule A 
county quotas are no longer in effect, 


e. Notify counties on or before October 1, 1944, of: 


(1) The total number of units of each type of Schedule I 
equipment to be\manufactured under L-257, Schedule B, 

_ allotted to the county in accordance with the uanufacturers! 
county distribution plans. (Included in this figure will de ps, 
the number of Schedule B machines of which the county has ~ 2g 
been notified previously as having been shipped prior to : 
October 1, 1944, and which were added to the county 

Schedule A distribution plan. ) 


(2) The puree Letters of Bligibility and Purchase Certi- 
“ ficates which the county may issue for cach type of 
Schedule I equipment upon receipt of the county 

5 distribution pian. 


The county distribution plan may be amended to provide for trans “ke 
fers of equipnent resulting from the distribution of tho 20 percent 7a 
TesOI ys supplemental production, Schedule A machinery arriving 


« - 


holding Letters of Bligibility or Purchase Certificates 


must have a written statement of ¢ coneurrence from the ‘Stato 


reserve, Sige Forn : Revised, bie 


Inforn the ppetGae with maped: to Phe! Bar i oO be ten 
in establishing expiration dates for Letters of ‘Eligibi 
and Purchase Certificates, (The issuance of Letters of 
Eligibility bearing short expiration dates, if issued too 
in advance of deliveries, will cause farmers and c mm tt 
unnecessary work in Pein expiration dates.) 
Instruct the Cowmty Rar Rationing Connittees to Beer | 
holders of Letters of Eligibility or Purchase Certificat 
Schedule I equipment, that such forn will ea es mic 
September 30. Letters of Eligibility on the form preser 
in the new procedure should then be issued to the person 


have expired, unless the County Farn Rationing Comittee 
nines that the applicant is no longer eligible’ for us. 

“y | 
Inform counties of the procedure to be followed in ratte 
Schedule II equipment. aan } 


Act on appeals subnitted by endtebiieete for changes ae: 
distribution plans. (Report Form 2 Sauls nie 


Act on veneers submitted by nanufacturers for changes’ 
State ababiirtahsorscs. pian which reduce the State quota... 


If the equi ment has not been shipped fron ts factory, 
manufacturer, in appealing to the Director to change his 


which’ the’ equa pages is to be dere (Report pies 3 ee 
Rovised. yay 


i 


If the equipment has been erapnud Aes the factory, the 
reve int pi permission fron: the State. other eles TOR bier ee 


Porn 5 Reviok ) 


Notify manufacturers of the dedixed: ‘county distribution of | 
Schedule I itons of equipment ES agetecisnic a from oe 20 perce 


> 


ning Comittons: shall 


Fi f th 
- a7 = ae Wa 
: 


nie on the! Vee eas form to an MAN eae is determined by — 
the County Farm Rationing Committee to be eligible for a 
“Schedule I equ lipment. Committees shall not indicate the make, 

model, ax size of machine on the Letter of Eligibility. 


me 


makers 2 2 f eagerece certificate to the applicant when Letter of ‘ 
Eligibility is returned certified to by a dealer, if the equip- 
ment > certified to is suitable to the applicant's sean 


Issue, if desirable, a new Latees of Eligibility to the appli- 
cant if the machinery certified by the dealer on the first . 
Letter of Eligibility is not suitable to the applicant's needs. 
If, for any reason, the committce declines to issue a Purchase 
Certificate for equipment certified by the dealer on a Letter 
of Eligibility, it shall promptly notify the dealer that he may 
sign anothor Letter of Bligibility for that equipment. 


4 In no case, issue a Purchase Certificate for equipment of a 
a 4, aha different make, model, or size from that specified by the 
dealer on the Letter of Eligibility, or, specify a dealer 

other than the one who certified to the applicant's Letter 
of Hligibility. 


e. Not issue Letters of Eligibility or Purchase Certificates for a 
any type of Schedule I equipment in excess of the number author- — % 
ized by the Etate committee. If, at any time, the number of. oe 
Letters of Eliig sibility and Purchase Certificates which a county 
has been mite Miled to issue does not move machinery from a 
dealers! stocks, the county committee shall promptly notify ie 
the State committee. ; 


128 Ration eee ls. II equipment in accordance with instructions ‘ 
issucd by the State committoe, a 


g. Retain in the county AAA office dealers! reports of sales price, : 
as confidential, subject to inspection only by the OPA or WFA. "i 


4, Responsibilities Sheet ecan ys Desiring to Pitvienaed Farm 
- Machinery for: 


a. Agricultural use: ane . 
(1) Rationed machinery 
(a) Federal agencies should apply to the Director, Office 


of Materials and Facilities, War Food Administration, ‘a 
Washington 25, dD “C., for authorization to purchase. a 


(b) i 


beat: ee 


Others (including but not limited to municipal, 
county, and State agencies and institutions, in- 
cluding State colleges and State Experiment Stations, | 


and dehydrators, processors and commercial hay balers) 


should file applications for rationed farm machinery 
with the County Farm Rationing Committee of the county 
in which the machinery will be principally used. 


(2) Non-rationed machinery 


. 


(a) 


be Non-agricultural use: 


(1) Rationed and non-rationed machinery 


(a) 


No restrictions on purchases of non-rationed farm 
machinery for agricultural use, 


Any applicant, including Federal agencies, should 

apply to the nearest WPB field office for a preference 
rating, which must be AS-4 or higher, (Delivery from 
dealers! stocks of rationed farm machinery may be made 
only under the conditions set forth under Section A, 
Responsibilities of the Trade, Part II, "Dealers shall:"), 


pniee 


tr api permitted by pon ue ce Order 1 (Rev. By. to WFO 14, Sy neta 
ese ‘forms, uniform records will be maintained. ‘The State committee ‘should 
mimsegraph. these forms. A fhe copy of each. transaction should be retained. 
/ 
Lt is expected ‘that most “i eee will authorize a distributor to act 
for them in issuing notices of distribution plans and in initiating appeals 
for changes in quotas, In such CASES, all forms and correspondence concerning © 
appeals. for: changes in quotas will be addressed to the distr} butor and. carbon 
, copies should not pe forwarded to the manufacturer, 


Ms 


ee the War Pood Adzinistration 20 percent pe ae ‘reserve, “putes should — 


plan. this distribution after being notified of their allotment. A copy of ae 
forn upon which States: will be so notified is attached to Report Form:1 (Rev.). 


Re ort Form 2 (Rev. .. Paragraph 1202.304(a) of Supplementary Order 1'(Rev. 2) 
to WFO 14 governs appeals for oer. in county distribution within a State. 
he marsereny, states: 


In the case or Schedule I equipment, a manufacturer or distributor 

- . ‘may change the manufacturer's county distribution plan within a State 
ve with the approval of the State AAA committee, In- seeking such ap- 
me proval, such manufacturer or distributor shall inform the State AAA 
committee of the quantity, make and type of the equipment involved 
and of the counties from which such equipment would be taken and the 
_ counties in which it would be placed." 


and 4 oe Paragraph 1202.304(b) (1) governs appeals 
for changes in State distribution plans, The parngraph states: 


"If the equipment has not been shioned fron the factory, a nanufacturer pine 
may appeal to the Director for permission to chamge his State distri- Res 
‘bution eas In making this appeal, the manufacturer shall inform the 
Director of (1) the quantity, make and tyne of the equisoment involved, 
(2) the States from which Miah equipuent. would be taken and the States 
in which it would be placed. This appeal shall be accompanicd by a 
_ written statement of concurrence from the State AAA committee for the 
Batts from which such equipment would be taken," 


Pasport Form 5 (an) \eceaeteee 1202, Ey o governs apeeals for ck 
_ Rstribution wnen the equipment has been shipped from the factory to a 
" facturer's branch HOES or distributor. The paragraph reads? nine: 


1a 


"Tf the equipment has been shipped fron the ‘factory? to. fe 
branch house or to a ee TaN Si the manufacturer or distribul 
change the manuf acturer! s State distribution plan with the per: n 
of the State AAA comittee for the State from which the equipnent wo 
be ta ken, In seeking such yermission,. the manufacturer or distribu Or 
shall inform the State AAA committee of (1) tHe quantity, nake and typ 
of the equipnent, involved, (2) in the case of Schedule I equipment > 
counties from which such equipment would be. taken, and (sir the ‘State, — 
and in the case of Schedule I cauipnent, ‘the counties in. which such — 
equipment would be placed. If the State AAA committee ypernits the — 
proposed change in the State distribution plan to be ma nde, such cc in 
“shall notary the Director sccecrdin ily, inforning hin or (3) the a \t ‘a 
make and type of the equipment tavolvod and (2) the State and, in the “=e 
case of Schsdule I ecouipment, counties in which such equinnent will be 
placed, The State AAS committee shall transmit a copy of ‘this notifica 
tion to the State AAA committee for the State in which the ode aaa 
will be placed," | 


above, if ‘he State “oot ttee py nowus: ace POR will prepare four. copi S 
of Report Forn 5 (Rov.), sending (1) the original to the menufacturer; (2) a — 
copy to the Director, Office of Materials and Facilitics, | War Food Adninistr 

tion, Washington, .D. Ce, and (3) 2 copy to the State: AAA comiittce to which f 
the machinery is rolcased. Tho pea colunns in this forn need be conpleted 
Ponly if the machinery ais Schedule I, machinery... 5 ae, 


RAL ADJUSTUENT ‘AGENCY 


> 


a to the "Distribution Order - Reserve 1-257 Schedule B Production 


nt ‘to you on 


ch 


ae 


ay 


State of 


Chairman, State AAA Committee 


yt 


; No.Units ' : No.Units ; No.Units Gounty; No.Units: 


(SAMPLE COPY) 
aS 


WAR FOOD ADMINISTRATION 
AGRICULTURAL ADJUSTMENT AGENCY 


Date 


State AAA Committee 


Subject: Distribution of Reserve - L-257 Schedule B Production —- 
Schedule I Equipment 


€ 
Pursuant to Section 1202.305(c) of Supplementary Order 1 (Rev.2) to WFO 14, > 
the following manufacturers have been directed to distribute in your State f 
from reserve production the type and quantity of equipment indicated below. fi 


Each manufacturer has been notified that you will furnish him a coumty dis— 
tribution plan for the following reserve allocation, atso that if he receives 
no county distribution plan from you within days of the date of 
this order, he is authorized to transfer such allocation within the State 
provided he notifies your office of the counties for which such equipment 

has been designated. 


| 
Type of Equipment Item No.(s) 


Manufacturer Address Units 


ae sone ADMINISTRATION | as 
AGRICULTURAL ADJUSTMENT AGENCY a 


Date 


oe to Paragraph 1202.304(a) of SIS oe sie 1 (Rev. 2) to 


WF 14, you are ‘hereby authorized to change your county distribution plan — 


for ee A ntthns “gtate ob: 
tea of “Eqaipaent) | 


a beat 


. 


asf follows; 


- Deletions ee re Additions 


f 


| 


oe of 
ee ee 


No. of Units 


. 


“Name of County Name of County No. of Units«</© 
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eS e Ps e e 
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sali * fe ‘ . ° A 
oe ° - . ° 
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dy : = eee : 

ie Chairman, State AAA Committee 


fo 


SENT 


(Rev. 2) ‘to WFO 14, you are paar aay authorized to: delete from a 


z 


our dis tr 


$s ; 


Name of County ; No. of Units 


ae 
> 
\ 


se 
ee 
ee 
ee 


. Bs 
se Ca 
e ; ( z 
z. ee 5 s : 
° . . 
~ ve — eS 


‘gana tth BOO? 42 ‘ADMINTSTRATION | 
AGRICULTURAL ADJUSTMENT AGENCY 


Pine 9 


_ (SCHEDULE II EQUIPMENT) 


(SAMPIE COPY) 
Sd 
Report Form 5 (Rev.) 


WAR FOOD ADMINISTRATION 
AGRICULTURAL ADJUSTMENT AGENCY 


Date 
Pursuant to Paragraph 1202.304(b)(2) of Supplementary Order 1 (Rev. 2) 4 
¥ 
> 
to WFO 14, you are hereby authorized to delete of 2 
(No, of Units) by 
from your distribution plan for the State 
(Type of Equipment) 
often. - These deletions should be made fron your county 
distribution plan for the State of as follows: 
Name of county 2 No. of Units :: Name of County : No. of Units 
: oie : 
; Hate : 
The above equipment is released from the State of 
for transfer to the State of to be distributed accord— 16 
ing to the following county distribution plan, ¥ 
6) 


mee etn eigen ae i Se 


Name of county 2 No. Of Unies :: Name of County : No, of Units 


mi 
2 


one atte ts Lae ponealates before the expiration date given below, this certi- 
a ate is not valid and must be the to the issuing County Farm aati ent ae 


NOTICE TO DEALER 
kis Purchase Geni ft cate. is not valid after the expiration date given below. 


eros of the rationed oer described below, you are required to 
forward the original immediately to the 
The copy may be retained in your 


“TEIS IS TO CERI NY THAT : 


is eligible to purchase on or before 
Address 


, the following rationed farm equipment: 


the case of Schedule I equipment, the County Farm Rationing Committee shall 
Ly: the following information, as certified on the Letter of Eligibility: 


(Model) 


Dealer's Name 


Address 
Farm Rationing Committee 
By: 


'- (Member of County Farm Rationing 
Committee) 


(To be executed by the sate the time oe the sale 
of the rationed farm equipment | Hiesonibens wis 


I HEREBY CERTIFY, that the described aoe was sold to 0 the appl: 
named on this purchase certificate. ea a 


poee 


aoe 


Address) 


ls) Seer Se nl aes es 


ae ele aatliaad tralieetitea an Urea al ae ie i el ET ea RT 


DEALER'S OR ee tee ee REPORT OF SALES PRICE 


(This may be used in lieu of invoice or sites ticket, as re- 
quired by Paragraph 1202.308, WFO 14, Supplementary 1, 
as revised) 


Equipment transferred Make Model Size) Sales Prices ae rie 


Month Day ~ (Signature of Dealer) 


we ee res Fa ee Se ee a eae cepa ae ae Ree erro on 


fi 


(SAMPLE COPY) 


Form MR-230 
War Food Administration 
( , 1944) 


LETTER OF ELIGIBILITY 
( Nontransferable ) 


Serial No. 
Issued to: 
Date Issued 


(Name ) 


(Address) 


NOTICE TO THE APPLICANT 


The County Farm Rationing Committee has approved your application 
for a . and will issue a Purchase Certificate to you sub- 
ject to the following: 


(a) That you present tiis letter of Eligibility to a dealer or retail 
supplier of farm cquipment and ask him to complete the certification 
which appears below; 


(b) That when you have obtained the certification, you return this letter 
to this County Farm Rationing Committee; and 


(c) That the equipment which the dealer has cortified for sale on this 
letter is appropriate to your faming operations, 


This Letter of Eligibility is valid until 


wee mmm em 


NOTICE TO THH DEALER 


THIS IS NOT 4 PURCHASE CERTIFICATE AND DOES NOT AUTHORIZE TRANSFER OF EQUIPIIENT, 
Do not’accept this Letter of Bligibility unless you have the desired equipment in 
latock, or have received notice from your supplier that the desired equipment is 


in transit to you. 
DEALER CERTIFICATION 


THIS IS TO CERTIFY: That the equipment described below (1) is in stock, or in 
transit to me; and (2) that I will soll this equipment to the above-named person 
upon presentation of a purchase cortificate by hin. 


‘Description: 
(Implement) (Make) (Model) (Size) 


Date Dealer's Name Address 


By: 


" J ere . 
See eee 


Se Se jee Expires _ ‘ie aa 


i ri 


Serial No. 


APPLICATION FOR PURCHASE CERTIFICATE FOR 
és RATIONED FARM EQUIPMENT. 


A separate application must be filed for each unit of farm equipment. 


| Application for 

. (Describe equipment desired) 

Applicant's Name : | 

Applicant's Address 

County in which equipment applied for will be principally used i 

A. If this equipment is needed to replace equipment you now own, give age re 
and describe fully condition of old equipment, and indicate why the old 
equipment will not meet your needs, a 


O71 re GI ty 


B. What do you plan to do with the old equipment?: 


Z 


MEE 


Eo mie. ache: is not to ‘replace a machine you now own, how did you take 
care of this work last year? 


Mie UVSt usable farm equipment not being replaced which you now own which does 
'the same or similar type of work as the equipment for which you: are now 


applying, pat cauE es age and size of such machines, 


mee, Description of your es Operations: 


Kind of Crop Acres : Kind of Grop : Acres!» Kind of Livestock : Number 2 


° e 
id J 
e e 
° ® 
° e 
e O 


ec cc jee 


° 
e 
e 
Ad 


° 
s 
° 
° 


eo ef [ee eo 


e 
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9, Custom or exchange work which you estimate you will do in the next 12 ‘4 es 
months with this equipment: 


10. Give any other reasons why you believe this application should be approved, 


I CERTIFY: That the statements made in this application are true and correct; yee 
that, if obtained, the equipment will be used in the operations described above; ee 
and that I have not submitted an application for this rationed farm equipment: oe 
si to any other oun Eye Farm Rationing pom hee. i 


“1. fo be completed by the County Farm Rationing Committee, 


be 
e 


Date application received, 


2 Date application considered. Approved Disapproved 


ta 
® 


If disapproved, reasons 


wi 


4, Date Letter of Eligibility issued HIN es 


4 
i 


Comments: 


5, Date Purchase Certificate issued 


Comments: 


x! 


6. Date of Sale 


AGREEMENTS 


If the issuance of a purchase certificate is subject to conditions, such 
conditions shall be described below and the signature of the applicant ob- 


tained prior to the issuance of the purchase certificate. 


(Applicant) 


ADJUSTMENT AGENCY 
EO Tamils 


a wi, * 48 a i 5 & a: 
FU, S, DEPARTMENT CF AGPEE GT: 


apsreee 


seveg lage se: WEEE hep Re ACRE AMEE CARH tan a HS 


July 21, 1944 


SPECIAL SERVICES MEMORANDUM - 116 


Supplies-51 


SUBJECT; WPB Limitation order 1-232 


This memorandun supersedes Special Services Memorandum 95, Supplies 48. 

_WPB Limitation Order Il-e32, as amended June 30, removes the restric- 
tions on the use of new wooden shipping containers for packing and 

_ shipping the following fruits and vegetables: 


Cantaloupes and melons Cucumbers ‘ 
B Carrots . Lettuce | 
Cauliflower Radishes Regis 
2 Celery Grapes 


_ The situation with respect to the supply of wooden shipping containers 
is unchanged. The restrictions were removed because of the adminis-— 

_ trative difficulties connected with the enforcement of the Order. 
Critical shortages in the sunplies of lumber end veneer still exist, 
Therefore, if all: crops are to be moved to markets, it will be 

- necessary that growers and shippers use second-hand containers to 

_ the greatest possible extent. 


State and county committees should take the necessary action to 
_ inform growers of the provisions of Order L-ec2 as amended. A 
limited supply of the Order is being forwarded to each State for 


distribution to counties affected. 


. 


Part 3270—CONTAINERS 


[Limitation Order L-232, as Amended June 
30, 1944] 


WOODEN SHIPPING CONTAINERS 


§ 3270.56 Limitation Order L-—232— 
(a) Definitions. For the purposes of this 
order: 

(1) “Wooden shipping container” 
means any new shipping container made 
wholly or partially of wood which is 


used for the shipment and delivery of 


commodities. The term does include any 
used container to which new parts have 
been added to replace 3 or more faces 
of the container. The term does not in- 
clude trunks, luggage, military locker~ 
boxes, field picking boxes, or boxes con- 
sisting of more than 50% of corrugated 
or solid fibre (by area). It shall not in- 
clude a container, made by a container 
user for his own use from waste mate- 
rial referred to as edgings, trim and off- 
all and excluded from the definition of 
lumber in Order L-335, or from second- 
hand lumber, Provided, It is not made in 
a box factory or wood-working estab- 
lishment which sells its product to other 
users. Second-hand lumber is lumber 
which has been previously used, as in 
building construction, or as dunnage in 
bracing, blocking, or shoring, or in con- 
struction of shipping containers. 


(2) [Deleted June 30, 1944.) 


General Restrictions 


(b) Restrictions—(1) Manufacture, 
sale or delivery of containers. No person 
shall manufacture, sell or deliver any 
wooden shipping containers or parts 
which he knows or has reason to believe 
will be used or accepted in violation of 
any provision of this order. 

(2) Manufacture and assembly of con- 
tainers. No person shall commercially 
manufacture or assemble any wooden 
shipping container for the purposes de- 
scribed in the several tables of Schedule 
A, which does not meet the specifications 
contained in those tables. The re- 
strictions of this paragraph shall not 
apply to barrels, drums, kegs. kits or 
pails. 

(3) Manufacture of container parts. 
No person shall commercially manu- 
facture any wooden parts designed for 
any wooden shipping container described 
in the several] tables of Schedule A which, 
when assembled, will not conform with 
the specifications of those tables. The 
restrictions of this paragraph shall not 
apply to barrels, drums, kegs, kits or 
pails. 

(4) Coloring. No manufacturer, 
dealer in, or commercia] user of wooden 
shipping containers or parts shall dye, 
Stain, or otherwise color containers or 
parts which are described in Schedule A. 
The restrictions of this paragraph shall 


WAR PRODUCTION BOARD 


(Corrected Copy) 


not apply to barrels, drums, kegs, kits or 
Pails. 

(5) Printing. All stamping, printing 
and labeling, unless otherwise required 
by law, sha]! be placed on only one out- 
side surface of any wooden shipping con- 
tainer covered by the several tables of 
Schedule A of this order, whether it be 
an end, a side, bottom, top or cover 
The restrictions of this paragraph (b) 
(5) shall not apply to barrels, drums, 
Kegs, kits or pails or to paper. labels or 
markings which only: 

(i) State the capacity of the container 
in terms of whole or fractional] pints, 
quarts, pecks, or bushels; or 

(ii) in the case of baskets and hampers 
are identifying markings provided for in 
regulations of the Secretary of Agricul- 
ture issued under the United States 
Standard Container Act of 1928; or 

(iii) are designed for the purpose of 
encouraging salvage and reuse of the 
container. provided the label] or print- 
ing does not include the name. brand. 
trade-mark or other reference to any 
person. firm, partnership or corporation. 


Restrictions on Packing and Shipping 


(c) Restrictions — (1) Commodities 
for which wooden shipping containers are 
forbidden. No person shall commercially 
pack or ship in wooden shipping contain- 
ers any of the commodities listed in Table 
Iof Schedule B. This shall not, however, 
restrict the shipment of any commodity 
listed which has already been packed on 
the date it was included in this table or 
the shipment of any listed commodity in 
wooden shipping containers which were 
in the shipper’s inventory or in transit to 
him on the date it was included in this 
table, but only for a period of sixty days 
thereafter. 

(2) Quota restriction on packing. 
Packers of a commodity listed in Table 
II of Schedule B, are restricted in the 
quantity of that commodity which they 
may pack in wooden shipping containers 
in each calendar quarter to a percentage 
of the quantity that they packed in 
wooden shipping containers in the same 
quarter of the base period. The percent- 
age and base period for each commodity 
are shown in the table. 

(d) [Deleted June 30, 1944.1] 

(e) [Deleted June 30, 1944.1] 


Miscellaneous 


(f{) Appeals. Any appeal from the 
provisions of this order shall be made by 
filing a letter in triplicate, referring to 
the particular provision appealed from 
and stating fully the grounds of appeal 

(g) Violations. Any person who wil- 
fully violates any provision of this order 
or who, in connection with this order, 
wilfully conceals a material fact or fur- 


L-232 
JUNE 30, 1944 


[As Amended] 
Corrected Copy 


nishes false information to any depart- 
ment or agency of the United States is 
guilty of a crime, and upon conviction 
may be punished by fine or imprison- 
ment. In addition, any such person may 
‘be prohibited from making or obtaining 
further deliveries of, or from processing 
or using, materia) under priority controi 
and may be deprived of priorities assist- 
ance. ? 

(h) Communications. All reports re- 
quired to be filed hereunder and al] com- 
munications concerning this order shall, 
unless otherwise directed, be addressed to 
War Production Board, Containers Divi- 
sion, Washington 25, D. C., Ref.: L-232. 

(i) Applicability of regulations. This 
order and all! transactions affected there- 
by are subject to all applicable provisions 
of the regulations of the War Production 
Board, as amended from time to time. 


Issued this 30th day of June 1944. 


War PRODUCTION Boarp, 
By J. JOSEPH WHELAN, 
Recording Secretary. 


SCHEDULE A—SPECIFICATIONS FOR Woop 
SHIPPING CONTAINERS ; 


TABLE I—HAMPERS, BASKETS, BERRY CUPS FOR 
FRESH FRUITS AND VEGETABLES 


(a) Specifications for the types and dry 
capacities of permitted hampers, baskets, and 
berry cups are as follows: 


Type—(1) Dry capacity (2) 
Pe HaMmperseces, oo %, %,1 bu. 
2. Round stave baskets 1%, 1 bu. 
3. Splint baskets______ 8, 12, 16, 24, 32 qts. 
4. Climax baskets_-_--. 4, 12 qts. 
5. Till baskets......_-. 1, 2, 3, 4 qts. 
Go Berry .cup -o-- eee ee ¥%, 1 pt., 1 qt. 


(b) Exceptions. The restrictions of para- 
graphs (b) (2), (3), (4) and (5) of this order 
and of paragraph (a) of this table shall not 
apply to: 2 

(1) The manutacture or assembly ot wood. 
en shipping containers referred to in this 
Table by any person from wooden parts cut 
to size by him before March 4, 1943, provided 
such manufacture or assembly is completed 
by August 31, 1943; 

(2) The assembly of wooden shipping con- 
tainers referred to in this table by any per- 
son from cut-to-size wooden parts bought 
and received by him before April 1, 1943, 
provided such assembly is completed by 
August 31, 1943. 

(c) Exemption for banana hampers. The 


restrictions of this Table I shall not apply to 
hampers used for the shipment of bananas. 


NoTE: Paragraph (d), formerly (c), redesig- 
nated June 380, 1944. 


(ad) “Hamper”, “round stave basket”, and 
“splint basket’’ have the same meanings as 
in rules and regulations ' of The Secretary of 
Agriculture issued under the United States 
Standard Container Act of 19282 “Climax 


'U. S. Department of Agriculture Service 
and Regulatory Announcements No. 116, as 
amended. 

745 Stat. 685; 15 U.S.C. 257. 
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basket”, “till basket”, and “berry cup” mean 
baskets and containers of the type subject to 
rules and regulations* of The Secretary of 
Agriculture issued under the United States 


Standard Container Act of 1916,‘ as amended. . 


[Paragraph (d) formerly (c) redesignated 
June 30, 1944] 


TABLE II—WOODEN SHIPPING CONTAINERS FOR FRESH FRUIT AND VEGETABLES 
Nore: Items 26a, 26b, 26c added June 30, 1944. 


Usual name 


, Asparagus crate... -.--<---=--53- 25-2 85-565--2- 255-4 - 
, Asparagus crate_....--...----..---<-----25---=5-=--=-- 


eA WOCAKO DOX2 os eas at ee ae eke See ee 
RN Grr ViChALO nog eins ee ena epee eae eee 
COBEITY Crates 0 a. stesso nn rete ta eee eon enna 
WBerry. Crates :c 5 2-8 Roce en eee ee eee ea 
Su Berry: Crate sos.) 6 cae se soca sok ee oan ae eet ae oto 
y Berry crates 22 =. -225- secc-. = -— yop BEN Lg Se ee 
MYBOrry. Cratos: -eee ies a eae Ue EEE Se a eens oe 
* Berry:Crate ...o2. sa < s4eseee ele. 3 eee eee 
7 bushel'crates -.---!—-— le io ee eal sents Sh 5a a 
. Cantaloupe pony cratel2 2222 2222 2 S22 See ee si --- 
. Cantaloupe standard crate__...-.-.-..--------------- an 
Cantaloupe jumbo crate..< 2.2. 2-0 Se een cine e-= = 


. Celery crate 
24. Celery crate 
Ma. Celery: crates: 2222252 cbes iets ts 
25. Celery crate. --- 
26. Celery crate__.-- 
26a. Celery crates 
26b. Celery crates-_ 
26c. Celery crates_- 

*27. Cherry. apricot, prune lug 


*28. Cherry, apricot, prune lug. .:...--.------------------- 


*29. Cherry, apricot, prune lug 
30. Cranberry box 
31. Cranberry box 


82. Fig box 
*33. Fruit box 
*34 Fruit box 


*37. Four-basket crate 
*38. Four-basket crate 
*39. Four-basket crate 
*40. Four-basket crate 


42. Honey dewjumbocrate 
48 Lemon Ox 2 eet soe eo ees a os ene on eee 


45. Lime box__._------ 
*46, Lug box__..------ 

°47. Lug box---- 
box... <.<= 


60. Melon crate_....-..-------- 
52. Orange and grapefruit box 


53. Half orange and grapefruit box 
54. Pear box 


bx Produce!box:(l:bushel)s22 2222. See See ek | ee 8 


&@, Produce box (34 bushel)....-...-.-------=--<---<-+---- 


@e Pineapple.crate.o.ss<s<- 52-5225. once -- ona ee eeee = 


GI RAG Dar DOK sre ene ee See ceo nen Sore tacecaes 


62, Rhubarb box 


Ger sweet potato crate. 6 262 a caso nc sap eeee ee aee ose 
Oh “Veretable cratesscs..--- seo 8a- asc een ac et ecwe aon === 
GeoVevetable cratel.. Mies ee Sioa ee eee 
G7asVevetable crate xc 22.s2~ one o= 55-8 se aestese =e eas 


68. Vegetable crate 


tThe inside depth of this box may be increased 
thickness or by the use of a solid end. 


an 
J the inside depth of this box may be increased up to 71%6’’ 


thickness or by the use of a solid end. 


. Asparagus.crate.......-.2-. s..2.--25-225--22---322---- 


. Cauliflower crate. ..-.........-2-+-+---2-----2--------- 
Cauliflower crate. i:2=% 2-22 te se eo --e- = 


Bla Dave DOS... ees ee ot eee acm anaes teseee 


SEBO Rriit :DOke so - atc ake cos Soon ee ekuas Ss cee ea oa -Gne 
$36). Fruitibox 2S. RL. Br eS eS. 3-8 


41. Honey dew standard crate. -.......------------------- 


51. Orange and grapefruit box-......--.------------------- 


BB WH AI DCATDOX. ese ace ne awe rae eee ae oe re an 
PROM POAT Utena s see scene cee tone encore ee oeten eee oanesee 
BisPepper Cratess-. oscaeece ace eon vee eee een ee ears 


6Susweetpotatoicrates:ce sss. so oe shee es eee 


F Inside 
Inside depth ; : 
Gachies) Inside width ( inches) peepee: 
(2) . 4) 
Be A ee ye ee rc anc 18. 
ee ee OC a he soe es 4s 16. 
See Ree eae ee, Lae 17, 
Bee epee |i 4p iS toe aS cee 16. 
a. Ete ee es eee ee een nat 


NOY: eek ees 9 to 914 top, 11 bottom..| 1796 or 18 
Bs 4 nara ec 9% top 1034 bottom .- | 1744 

PAL Tee ee 934 top, 12 bottom 164 
-\w4lele.gestheast 16. 

>| 2342 ee ore ia NG} O22 ee eee ee eee 2146 
pa.) (a eae a DY oie, <i ee ese 18. 

BUA Or S762 ial LS boat See eee eee es = 18. 

-| Quorn: ON6s sao Oe ee ena eee 18. 

De ee Le pases see ata e see ee 22. 

mG fave Once Seger) Ob eee bei fs Ge gs eh 22. 

a eh ee 2. | Hote be ess 214 to 22. 
whith 2d See wh ce eee haere 15. 

By | PEL SE Ase ee tO Se 22. 


215% to 22, 
23. 


2058. 
19% to 20. 
22: a 


So ee Sa eee ee ee een 12%. 

sone) 123522582 ae) LSS eeee casera eee 14. 
won| (20 ees a OL Ss oe = ee eo eee © 

BS ph Ue ee fis a) ee ea SoS . 

Sg84. 2 See Lae ee eecae set coeater 14, 

BSA, Sees OVO RENe oe we range see 14. 

_e.BS6i0 5. laser LONGS ee cee oemanee eee 15. 

AQUA eats corn LOD Bee tee ee eee ae 15. 

ANODG ERS SSS See 2 ew aes Coates artes 131546. 


up to 1114”’. either by the addition of cleats of 
by the addition of cleats of any 


2 'Thei nside depth of this box may be increased up to 5%4’’ by the addition of cleats of any thick- 


ness or by the use of a solid end. 
*Wherever an asterisk appears, 
(ce) of the text of Table IT. 


(a) The designation in column (1) of 
‘Table II is merely for identification and shall 
not be construed as restricting usage. ‘In- 
side width’ and ‘Inside depth’ of the con- 
tainer are the width and length, respectively, 
of the end pieces or end frames, exclusive of 
any cleats. ‘Inside length’ of the container 
shall be its outside length minus the com- 


3U. 8. Department of Agriculture Service 
and Regulatory Announcements No. 104, re- 
vised. 


cleats may be used for such items, as provided for in paragraph 


bined thickness of both ends and of the cen- 
ter piece (if any). 

(b) An optional variation of up to %” 
under or up to 14’ over the specified inside 
lengths is allowed. A tolerance of up to 4”’, 
plus or minus, in the specified inside depths 
and inside width is allowed for shrinkage 
and manufacture. 

(c) No cleats may be so used as to increase 


439 Stat. 673; 15 U.S.C. 251. 
545 Stat. 930; 15 U.S.C. 251. 


inside dimensions except where an aste 


" appears in Column (1) of Table II or wheres : “- 


and as, specified in any footnote after that 
table. Where an asterisk appears in Column ~ 
(1) of Table II, one or more cleats of 4", | 
34'', 14'", 54", 1146", or %’’ thickness may be 
attached to the top of each end piece, or 
end frame, provided such cleat or cleats do — 
not increase the inside dimensions of the con- 
tainer by more than the specified thickness 
of the cleat or cleats. 

(d) Exceptions. (1) The restrictions of 
paragraphs (b) (2), (3), (4) and (5) of this 
order and of this Table II shall not apply to: 

(i) The manufacture or assembly of wood- 
en shipping containers by any person from 
wooden parts cut to size by him before 
March 4, 1943; provided, such manufacture 
or assembly is completed by August 31, 1943: 

(ii) The assembly of wooden shipping con-- 
tainers by any person from cut-to-size wooden 
parts bought and received by him before April 
1, 1943; provided, such assembly is completed 
by August 31, 1943; 

(2) The restrictions of this Table 11 shall 
not apply to the manufacture or assembly 
of wooden shipping containers, or the manu- 
facture of wooden parts for wooden shipping 
containers, to be delivered: 


(i) To or for the account of the Army, the 4 
Navy, the Coast Guard, the Maritime Com- 
mission, the War Shipping Administration, z 


or the Department of Agriculture (for Lend- 
Lease purposes), provided, the government 
agency’s specifications require wooden ship- 
ping containers which do not comply with © 
Table II.- - 
(ji) To any person for use in packing fresh j 
fruits or vegetables for delivery to or for the 
account of such government agencies; pro- 
vided, the government agency’s specifications 
require wooden shipping containers which 
do not comply with Table II; and provided 
further, such person furnishes the container 
or container-parts supplier with a written 
certification in substantially the following 
form, signed by an authorized official, either 
manually or as provided in Priorities Regula- 
tion No. 7; J 
“This is to certify that specifications of 
orders received by the undersigned from 
(designate government agency) require wood- 
en containers not conforming with Order 
L-232. The material ordered herewith is for 
that purpose only. 


Such certification shall constitute a repre- 
sentation to the supplier and to the War Pro- 
duction Board as to the truth of the facts 
stated therein. The supplier may rely upon 
such representation unless he has knowledge 
or reason to believe that it is not true. 


TABLD [1I—WOODEN SHIPPING CONTAINERS FOR 
DRESSED CHICKENS & TURKDYS 


: Inside Inside Inside 
Chicken boxes : 
length width depth 
(approximate weight) (inches) | (inches) | (inches) 
15) (2) (3) (4) 
OL SO DS oecesee eee ee 18 14 4 
10242 hse we eee See 19 144% 7 
103:5:48 Ibsus 22S sees 20 15144 7 
104:,.64 Ibs? 2225 2 tess 21 1644 7 
LOS 360! bst eee eee 22 17 8 
106872: bse sees 24 18 8% 
TURKEY BOXES 
1) (Smalls cee oe 28 24 6% 
LIZ Larves =e 32 28 1% 
113. Very large_-_------ 31 19 8 
114. West Coast-..------ 30 22 8% 


(a) Exceptions. The restrictions of para- 
graph (b) (2), (3), (4) and (5) of this order 
and of this Table III shall not apply to: 

(1) The manufacture or assembly of wood- 
en chicken and turkey boxes by any person 
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_ ' -from wooden parts cut to size by him before 


July 30, 1943, provided such manufacture or 
assembly is completed by September 30, 1943; 
(2) The assembly of wooden chicken and 
turkey boxes by any person from cut-to-size 
wooden parts bought and received by him 
before August 15, 1943, provided such assem- 
bly is completed by September 30, 1943 


SCHEDULE B—RESTRICTIONS IN USE OF WOODEN 
SHIPPING CONTAINERS 


TABLE I—COMMODITIES WHICH MAY NOT BE 
SHIPPED IN WOODEN SHIPPING CONTAINERS 


NoTE: Item 110 amended June 30, 1944. 


(a) The restrictions of this Table I shall 
not apply to (1) shipments to or for the 
account of the Army or Navy of the United 
States, or shipments to military exchanges 
(as defined in Priorities Regulation No. 17) 
located outside the 48 states, the District of 
Columbia and Canada, (2) shipments to be 
delivered ultimately outside the 48 states of 
the United States, the District of Columbia 
and Canada, (8) shipments of stores for 
shipboard use on ocean-going vessels, (4) 
shipments in wooden barrels, kegs, drums, 
kits or pails, except in the case of soda ash, 
bicarbonate of soda, and salt. 


(b) Whenever the letter ‘“‘b” appears after 
a commodity in this list, the restriction ap- 
plies to this commodity only when packaged 
in glass, textile, metal or paper. 

(c) Soda ash and bicarbonate of soda 
were included in Table I on July 23, 1943 and 
all the other commodities were added on 
October 25, 1943. 

(ad) The headings used in this table are 
only for the purpose of separating the items 
into groups of similar commodities. 


Building Materials 


1. Asphalt roofing (rolls or shingles), siding 
and tiles 

2. Brick, except fire and glass 

3. Cement ° 

4. Cork (except pipe covering and slabs) 

5. Mineral wool, except slabs, blocks, batts 
and insulation (formed, metal encased) 

6. Plaster, cement lime, gypsum (this does 
not include dental, orthopedic and in- 
dustrial mold grades) 

7. Roof coatings and cements ° 

8. Steel sash and windows 


Foods (Fresh Vegetables Are Listed as Items 
38-43 and Animal Foods, Item 101) 


9 Bakery goods, except in multiple trip 
returnable containers 

10 Baking powder 

11. Candy or confectionery 

12. Canned and glassed foods or food products 

13. Cereals, prepared 

14, Chocolate 

15. Cocoa 

16. Coffee 


- 17. Condiments ° 


18. Corn starch ° 

19. Dessert powders 

20. Flours, prepared 
products 

21 Food seasoning, 
products © 

22. Fruit and vegetable juices ° 

23. Gelatins > 

24. Horseradish products * 

25. Ice cream cones 

26 Macaroni © 

27. Mayonnaise and salad dressing ° 

28. Noodles ° 

29. Nuts, edible 

30 Peanut butter and peanuts” 

31. Popcorn 

32. Potato chips 

83. Rice 

34. Salt 

85. Spaghetti > 


coloring and related 


86. Spices (except mustard flour, ground 
cloves, ground mace and ground nut- 
meg) - 

37 Tea 

Fresh Vegetables 

38. Cabbage 

39. Corn, green 

40 Onions, dry 

41. Potatoes, white 

42 Rutabagas 

43 Turnips, root 

Glass Products 


44. Jars, home canning 
45 Ornaments and decorations 


Hardware 


46. Buckets and pails (wood or metal) 
47 Handles, wooden, for hand tools 
48 Wash tubs, wood or metal 


Horticultural Items 


49. Flowers, flower seeds, and flower plants 
50. Shrubs, ornamental or cuttings 
51. Trees, ornamental or cuttings 


Leather Products 


52. Belting butts 

53 Bridles 

54. Harnesses 

55. Horse collars 

56. Novelties 

57 Pocketbooks 

58 Saddles 

59. Suitcases 

60. Traveling bags—all kinds 
61. Trunks 

62 Whips and crops 


Paper Products 


63. Advertising displays—counter, window or 
floor 

64. Albums 

65. Announcements 

66. Calendars 

67. Catalogues 

68 Greeting cards 

69. Illustrated post cards 

70 Magazines. including house organs 

71. Novelties 

72. Posters 

73 Punch boards 


Textiles (Except Clothing} 


74. Awnings 
75. Blankets 
76. Comforters 
77 Mattresses 
78 Rope, string and twine 
79. Tents 
Miscellaneous 


80. Adhesives or cements, household 

81 Appliances, electric, domestic (except 
stoves, refrigerators, washing machines 
and mangles) 

82. Art supplies 

83. Ash trays 

84. Baskets 

85. Bed springs 

86. Beverages, carbonated, malt or alcoholic 
and concentrates, except in multiple 
trip returnable containers. 

87. Bicarbonate of soda 

88. Brushes and brooms 

89. [Deleted Jan. 3, 1944] 

90. Candles, except for religious purposes 

91. Ceramics, ornamental 

92. Charcoal, except activated carbon 

93. Cigars and cigarettes 

94. Combs 

95. Cosmetics 

96. Dentifrices 

97. Depilatories 

98. Dry cleaning preparations, household 

99. Electric light bulbs 

100. Fertilizers 

101. Food, anima) and pet 

102. [Deleted Jan. 3, 1944] 

108. Hair, dressing and dyes, shampoos and 
tonics 


104. Hats, millinery 

105. Heels and soles, footwear 

106. Hose, rubber and fabric except wire im- 
bedded 

107. Jewelry 

108. Mops 

109. Ornaments, made of glass, plastic, pot- 
tery, china. metal, wood, paper or 
leather 

110. Paint and paint products ° 

111. Peat moss 

112. Pens and pencils 

113. Perfumes and toiletries 

114. Polishes » 

115. Scouring and cleaning compounds and 
detergents (does not include liquid 
acidic materials shipped in carboys 
with a capacity of 5 gallons or more). 

116. Shoes 

117. Soap » 

118. Soda ash 

119 Sporting goods 

120 Starch » 

121. Tobacco ” 

122. Toys and games 

123. Varnishes > 

124. Waxes > 


TABLE II—COMMODITIES WHOSE PACKING AND 
SHIPPING IN WOODEN SHIPPING CONTAINERS IS 
RESTRICTED 


Note: Items 1 through 9 deleted June 30, 
1944. 


Miscellaneous Products 
Quota based on 1942 


Commodity: Calendar year (percent) 
10. Animal proprietary drug remedies_-. 65 
1 Books ooo 55-252 ssc sense eeeesenaea = 80 
12. Carpets 20 oases eae ano e eae 80 
13. China and glassware (except vitrified 

for commercial use) ------~------- 80 
14. Clothing, except shoeS_____--_------ 80 
15. Glass tableware and glass kitchen 

articles 25.55 s-2=-socseeeeseeeee 80 


16. Hooks and eyes, slide and snap fas- 
teners, buckles, buttons, and mis- 
cellaneous metal apparel bindings. 80 

16a. Leather, restricted to goat, kid, 
cabretta and kangaroo and limited 
to processed hides, skins and splits 
which have not been incorporated 

into any product==——==—==——————— 70 
16b. Leather, all other, limited to proc- 

essed hides, skins and splits which 

have not been incorporated into 


any products-- <i 2222 aeeee eee 50 
I. Linoleum - 22-55. .22-sss-scnn5e aoe 80 
18. Musical instruments _____-_--_--_-__ 80 
19. Pottery products, household (except 
ornamental) 2-225 25s -Seeee eee 80 
20. Printing and publishing products, 
except those listed elSsewhere__-__- 80 
SL PRUPS oe sec es Sok se sccoasasee=e eee 80 
22. Tile (floor, wall, facing, glazed or 
unglazed) 2-2. 2-222 -s-s-se5 socee es 80 


Notre: Notes 1 and 2 deleted June 30, 1944. 


NoTE 3. The base period and quota period 
quantities of a commodity shall be deter- 
mined by weight, volume or count of that 
commodity packed for shipment or shipped 
in wooden shipping containers, or by the 
board footage content of the wooden ship- 
ping containers required. The same measure 
shall be used in both the base period and 
quota period quantities for any commodity. 


Note 4, Exceptions. No person shall be 
bound by quota restrictions contained in 
paragraph (c) (2) applicable to any com- 
modity during any calendar year or seasonal 
year, whichever is specified, during which he 
neither packs nor ships more than one Car- 
load or 30,000 pounds of that commodity, 
whichever is the lesser. 
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WAR FOOD. ADATNTSURATION 
AGRICULTURAL ADJUSTMENT AGENCY 
einpet nates aaah oa te 


LU, 3, DEPARTMENT OF pn | 


9 
g 
OR) OAM CET MN I has NERS SIT 


July 21, 1944 
Transportation—44 


SUBJECT; Transportation by Motor Truck of Migratory 
Farm Labor 


“Attached As a copy of Farn Vehicle Activity Memorandum No. 14 issued by 
_ the Highway Transport Department of the Office of Defense Transportation 
“eatshal July 8, 1944. Memorandum No. 14 contains procedure agreed upon by the 
Office of Defense Transportation and the War Food Administration in connec-— 
tion with transporting migratory farm labor by motor vg os and the procure- 
ment of gas for such transportation. 
Co ounty Farm Transportation Committees are concerned with the making of 
recommendations with respect to necégsary itileage and motor fuel only, as 


outlined in paragraphs 3 and 4 of Memorandum io, 14, Paragraphs 3 and 4 
read as follows; 


"3, Where the motor truck is used in connection with farming. 
activities at the point at which farm labor is being performed 
by migratory farm Wiican as the District Manager may accept the 

recommendations of the appropriate County Farm Transportation 
Committee with respect to necessary nileage and motor fuel 
required in such operation. 


"4, When the motor truck is being used in farming activities, a 
part of which is in the dai?- transportation of migratory farm 
workers between their place of abode and the point at which the 
labor is to be performed, the District Manager may accept recom— 
mendations for the necessary mileage and motor fuel allotments 
from the appropriate County Farm Transportation Committee." 


Farm Vehicle Memorandum No. 14 should be used in connection with the 
Transportation Handbook, Special Services Memorandum 66. 


ATION. 


S ‘b I 
ment 


part 


FARM VEHICLE ACTIVITY MEMORANDUM NO. 1) 


July, 8. 19h 


Transpertation by Motor Truck of Migratory Farm Labor 

' In order to conserve and utilize motor trucks used in the transportation of — 
gratory farm labor, and to provide, insofar as possible, for tne orderly move- 
ent of such labor, the following procedure has been agreed upon by the ODT and 


i 


War Food Administration. 


“iy gs The District Manager may accept recommendations concerning the name and 
address of the owner and operator of the motor truck to be used to transport migra- — 
tory farm labor from point of origin to destination point and the maximum mileage 
“a pmerstel motor fuel required for such movement , only from the appropriate County Agri- es 
— cultural Agent of the Cooperative Extension Service, or his duly authorized repre- — 
‘sentative. ae of) 


2 The District Manager at the point to which such migratory labor is trans- 
ported may accept recommendations of the appropriate County agent, or his duly 
authorized representative at that point, concerning the name and address of the 
owner or operator of the motor truck to be used to transport such migratory farm ~ 
labor when the migrants have completed the project and are to be moved to another | 
area of employment or back to the point of original recruitment, together with 

_ the maximum mileage and motor fuel required for such movement. 


: ae: Where the motor truck is used in connection with farming activities aus 
the point at which farm labor is being performed by migratory farm workers, the a 
District Manager may accept the recommendations of the appropriate County Farm oe es 
Transportation Committee with respect to necessary mileage and motor fuel required os 
n such operation. : 
4. When the motor truck is being used in farming activities, a part of which 
22S in the daily transportation of migratory farm workers between their place of 
bode and the point at which the labor is to be performed, the District Manager may 
accept recommendations for the necessary mileage and motor fuel allotments from the — 
appropriate,County Farm Transportation Committee. . 


5. The only exception to Paragraph 1 above is where transportation by motor 
ruck of migratory farm workers who have been recruited by a State Licensed Agency — 
individual is necessary. The District Manager may accept the recommendations = 
concerning the name and address of the owner or operator of the motor truck vor ve f 
used to transport such migratory farm workers from point of origin to destination 
rom authorized representatives of the Office of Labor, War Food Adminis- 

Such representatives will be designated by the appropriate Division Chief 


seived in these States from the source outlined in Paragraph 2. - joka 


L ih 


after completion of work in the initial area of employment, the District 
shall follow the procedure outlined in Paragraph 2 above. | 


or any subsequent movement of migratory labor recruited in this manner which 


‘ 
Pap tok. 


med F. a! a 


fs 


6. As examples of how the above described program will function, the follow- — 


ing hypothetical situations are desdribed: 


As The Couty Agent located in Red River County, Texas, will recommend 
to the Dallas ODT.Distriot Office the name and address of an operator of a com— 
mercial motor vehicle that will ‘be used to transport a given number of migratory 
farm laborers from Red River County to Midland County, Michigan. The Dallas opt 
District Manager may accept this recommendavion and allot sufficient mileage and- 
motor fuel for the operation of this specific motor truck for this movement. 


If the motor truck, upon arrival at Midland County, Michigan, is used 
in connection with farming activities at the point at which the labor is being per- 
formed, the Midland County Farm Transportation Comm otee shall recommend the mle- 
age and motor fuel necessary for this use, as well as the mileage and motor fuel 


necessary for transporting said labor from their temporary place of abode to the 
point where they will be working. 


When the labor is completed, the County Agent for Midland County will 
recommend to the ODT District Manager, located in Saginaw, Michigan, the necessary 
mileage and motor fuel for the motor truck to transport this labor from Midland 
County to Putnam County, Ohio. The Putnam County Farm Transportation Committee 
Will recommend to the OD? District Manager at Toledo, Ohio, the necessary mileage 
and motor fuel for the vse of the truck while the dabor is in Putnam County. ‘When 
the labor is completed in Putnam County the County Agent of that County may recom= 
meyd to the ODT District Manager at Toledo the necessary mileage and motor fuel 
-necessary for the motor truck to transport said labor to Red River, Texas; thus 
completing the circuit. . : 


B. In a case where migratory farm workers have been recruited in the 
States inumerated in Paragraph 5, the following hypothetical situation may occur. 


The appropriate representative of the Office of Labor, War Food Ad- 
ministration, having jurisdiction in Jefferson County, Texas, will recommend to the 
Houston ODT District Cffice an operator of a commercial motor vehicle that will be 
used to transport a given number of migratory farm laborers from Jefferson County 
to Eaton County, Michigan. The Houston OD? District Manager may accept this recom— 
mendation and allot sufficient mileage and motor fuel for the operation of this 
specific motor truck for this movement. - 


If the motor truck, upon arrival at Baton County, Michigan, is used in 
connection with farming activities at the point at which the labor is being per= 
formed, the Eaton County Farm Transportation Commitsee shall recommend the mileage 
and motor fuel necessary for this use, as well as the mileage and motor fuel neces- 
sary for transporting said labor from their temporary place of abode to the point 

where they will be working. 


“hen the labor is completed, the County Agent for Eaton County will 
recommend to the ODT District Manager, located in Lansing, Michigan, the necessary 
mileage and motor fuel for the motor +ruck to transport this labor from Eaton 
County to Emmet County, Michigan. The Emmet County Farm Transportation Committee 
will recommend to the ODT District Manager at Cadillac, Michigan, the necessary - 
mileage and motor fuel for the use of the truck in agricultural service while the 
labor is in Emmet. County. When the labor is completed in Emmet County, the County 
Agent of that County, may recommend to the District Manager at Cadillac, Michigan, 
the necessary mileage and motor fuel necessary for the motor truck to transport tt 


said labor to Jefferson County, Texas; thus completing the circuit. Coe 


: ruck" as” 
COT rebuilt) Fens a ee tance of eranspo 
slag) not include passenger carrying tyne vehicles. — 


ata The words appropriate County Farm Dransportation comm hea" ast 
emorandum mean: The County Farm Transportation Committee serving the 
in which the migratory farm labor have establis qed their temporary place” 


Thos. H. Nicholl 
Division Director 
_ Regional Operations 
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July 26, 1944" 
—_ Golereactieee - 465 
ee re SUBJECT: Copper “ire 


the second quarter of they year. the final total allocation of copper wire 
he United States for farmstead use was 1,800,000 pounds. Of this amount 
501 pounds was issued to fermers, leaving an unissued balance of 307, 499° 


nt, order that the third quarter copper allotnent nay be utilized to the fullest , 
possible extent, we are urging each State Committee to examine its respective ae 
quotas and requirements and return any surplus to this office. If the State Com- 
mittee believes its ouota is too small, requests for additional allotments should 


te made so that adjustments can be made where justified. All returns end roniesuae oe 
Bees additional allotments should be received by this office before the end of ; 


ie 


S2001D QUARTER SUMMARY OF COPPER WIRE DISTRIBUTED 
BY salad eee TSES 


i, | 


— State . Quota Total Issued Amount Unissued 


1 N. E. Region 191, 355 168,971 ie aoe 5 


(pounds) (pounds) (pounds) Ciétcone me 
ast ee tol Region i | | Be 
 * Delaware 5, 600 aoe Pepe 2 G41 47.2 ee 
- Kentucky 28,000 Lit, wom 10,238 36.6— 
Maryland 17,500 : 9,574 7,926 45.3 
North Carolina — 19, 600. . 6,549 13,051 66.6 
_ Tennessee 17,000 85.75 Bueee 48.40 
Virginia Ay 20,000. 4 8,421 11,579 “8769 a 
West Virginia | 10,5090 3, 056 7, 444 70:9. aa 
ytal E. C. Region 118, 200 57,099 61,101 51.7 
3, ‘700 : 1, 824 1,876 DO. 
4,613 Vow ee) 938 20.4 
lew Hampshire Be rou : Pega! | 948 ; 350k) 
Massachusetts § 1,772 Vb, ele i: 560 SAWN oy 
ew Jersey 4,900 2,741 2,159 ; 44.9 
New York 98,470 98,470 oot a | 
ennsylvania 63, 000- 50,820. ~ 12,180 Pome ca * 
ode Island S50). 56 = 294 | 84.0. 
rmont 11, 850 8,421 3,429 29.0 © >) 


geen 
ec ssecaranncce mccceSee e 


State Guota 


Total Issued Amount Unissued 
(pounds) pounds (pounds) (percent) 


TS eS oR nA TE arr 


North Central Region 


Illinois 105, 000 98,181 6,819 5x 6,5 
Indiana 105, 034 71,138 33, 896 Sea 
Iowa 275,000 265,210 9,790 3.6 
Michigan 63, 000 31,403 31, 59:7 50.2) 
Minnesota 189, 000 177,936 11,064 Buyers 
Missouri 74,000 68,365 5,635 Vebe 
Nebraska 71,000 59,526 11,474 15.8 
Ohio 91,000 63,370 -27, 650 30.4 
South Dakota 32, 200 Bebe is ret 9,342 28.8 
Wisconsin 197,000 192,635 4,565 Lae 
Total I. C. Region 1,202, 534 1,050,922 151, 612 12.6 
Southern Region 
Alabama 2,800 bool 1,481 52.9 
arkansas 7,000 2,192 4,208 60.1 
Florida - 2,800 1,935 ; 864 30.9 
Georgia 4,000 1,390 ae Bar 8 8) 65.2 
Louisiana 6, 800 6,432 368 5.4 
Mississipi Gos 2,953 4,047 57.6 
Oklahoma 36,667 20,196 13,471 36.8 
South Carolina yan hO)) 1,074 1,026 48.9 
Texas 40.500 25,225 15,274 38.0 
Total Southern Region 109,667 66,318 43,349 39.6 
Western Region ares 
Arizona 767 767 Boe Ss 
California 16, 700 13, 748 2,952 L736 
Colorado neg eg PS, Oe 8,929 vate ay eS, 
Idaho = 10,500 8,078 2,422 Saou 6 Ps 
Kansas 37,200 31, 747 5,453 14.6 
Montana 9,'700 9,684 16 vd 
Nevada 2,000 1,795 205 1O.2-= 
New Mexico 2,000 - 1,985 BBs Be ioe 
North Dakota 35,000 30,193 4,807 13.8. 
Oregon 19, 290 14, 763 4,432 25.0 
Utah 2,194 2,194 sin ee ive 
Washington 19,900 16,574 3,326 16.7 
Wyoming 3, 500 a OGd 913 PAs re te 
Total Western Region 182,661 149,191 33,470 18.455) 
U. S. Totals 1,804,417 1,492,501 ~ $11,916 ween 
Total WFA Allotment 1,800, 000 1,492, 501 ~ 307,499 Ep 


| UNITED STATES DEPARTMENT OF AGRICULTURE 
Ad Y op WAR FOOD ADMINISTRATION 
labs AGRICULTURAL ADJUSTMENT AGENCY 
ol a Washington 25, D. C. 


July 31, 1944 


SPECIAL SERVICES MEMORANDUM 119 Priorities - 1 — Revised 


SUBJECT: Agricultural Items Affected by 
Priorities Actions 


Attached is a copy of agricultural items affected by 
priorities actions, revised July 24, 1944. This revised list 
supersedes that sent to you under Special Services Memorandum — 
40, Priorities - 1, and Special Services Memorandum - 64, 
Priorities - 1 (Supplement 1). 

A sufficient supply of this memorandum is being mailed to 
each State office for distribution of two copies to each county 


office. 
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3 SERVIOBS vexonaNDUT is “120 : ; ee Fertilizer 3 


| SUBIEOR: 1944-45 Fertilizer Program 


a one copy each of WFO 5, Amendment 1, and an "Explanation of WFO 
t 


esponsibilities of the fertilizer industry,, War Food Administration, 
te and county AAA committees, and of the farmers, under the 1944-45 Fertilizer bs 
ogram, are substantially the same as those listed in Special Services Memo- 
1 39, Fertilizer 1, the subject of which is the 1943-44 Fertilizer 

| If necessary, reference should be made to that memorandum to 
ermine responsibilities. 


der FPO 12 is revoked and is supplanted by WFO 105 covering the use of edible 
seed meal in fertilizer, WFO 105 applies almost entirely to manufacturers 


and, therefore, is not reviewed here. 


foe _ RHARLY MOVEMENT OF FERTILIZERS ‘i a 
is essential that 35 to 40 percent of all fertilizers to be used during the - sa 
“2 year of 1944-45 be delivered to the farm during the last six months of ae 
14 if the manufacturers, in the face of labor and equipment shortages, transpor- Se 
ion difficulties and limited storage facilities, are to meet the increased . . ae 
and. Hight million tons is just about a peak production load for the manu- 10 me: 


acturers during the rush months of January to June. In 1942, 10,000,000 tons 
re moved, 8,000,000 from January to dune, and 2,000,000 from July-to December, ey 
943, Te: 500, 000 tons were moved, 8,000,000 tons from January to June and * eee 
3 00,000 tons from July to December, In the fiscal year of 1944-45 with an a 
wwparent supply of 12,500,000 tons, not more than 8,000,000 can be delivered pe 
m January to June leaving 4,500,000 tons to be delivered to the farm from wie 
to December of this year. 


ees icons, distributors and farmers are all urged to do their part in getting 
s 4,500,000 tons of fertilizer delivered and stored on the farm for all and 
ecially for early spring use. The manufacturers will need the full use of 
eir plant facilities to produce and deliver 8,000,000 tons from January to 


e of 1945, Farmers could ae ener acess ee the 12,500,000 tons of fertilizer 


FIELD SERVICE REPRESENTATIVES 
Chemicals and Fertilizers Branch, WEA 


_ Representative Perv CY “a 


J. BE. Wunnally Georgia, Tennessee, Alabama, Florida 

Atlanta” 1, Georgia South Carolina, North Carolina, Mississippi 

abe O. Box 1322 

George M, Worman Maine, Vermont, New Hampshire, Massachusett: 4 
56 Hillhouse Avenue Rhode Island, Connecticut, New York, New = 
New Haven, Connecticut _dersey, Pennsylvania, Delaware aes 


Explanation of WFO 5, Amendment 1 | 
1, WFO 5, amended. The War Food Administration, on June 30, 1944, issued War 
Food Order No. 5, Amendment 1, to govern the distribution and use of fertilizer 
during the year 1944-45, The order, as so amended, replaces WFO 5 (formerly — 
FPO 5, Revision 2), which was effective in 1943-44, The amendment involves 
substantial simplification and rearrangement of directive provisions. | 


2, Territorial application. The amended order applies only in the 48 States 
and the District of Columbia, (Section 1206.18) 


3, Administration, The administration of the amended order is delegated to — ae 
the Director of the Office of Materials and Facilities, WFA, who may redelegate — 
all or part of his authority to any employee of USDA (Section 1206.17). 


4, Definitions. The number of definitions has been reduced. Definitions of 
"Groun A Crop," "Group B Crop," "production-increment crop," and "production— 
increment fertilizer" are not included, these classifications having been. omitted — 
from the Order. Minor changes have been made in the definitions of "specialty — 
fertilizer," “dcaler," and "agent." (Section 1206.13) 


5, Fertilizer for use on crops, erafies and packages. Schedule I contains a list 
of approved grades for each of 35 States and a list applicable to all States. - 
Fertilizer of other grades may not be delivered by fertilizer manufacturers, — 
dealers, or agents for use on crops, and may not be used by any person on crops, 
in those respective States. Some of the designated grades may be delivered and 
used only for a particular crop ‘or purpose. .oce-»Mixed fertilizers and unmixed 
materials for general crop use may be packaged only in units of 80 pounds or E 
more net weight. ..... Exemptions: Delivery and use of unapproved grades in a 
bags im the hands of manufacturers, dealers, or agents on June 30, 1944, f 


6, Home mixing. Each fertilizer manufacturer, dealer, and agent must make cm 
available to home mixers the same percentage of his 1944-45 supply of each bee 
fertilizer material as he delivered. for such use from his 1940-41 or 1941-42 ; 
supply, whichever,is greater. There must be no discrimination against home 
mixers. (Section 1206.2) 


7, Rate of apolication per acre. The Director may fix the maximum rate of 
application per acre for use on any crop and the maximum pounds of any individual 
fertilizer component to be applied per acre. Unless and until he has done so, 
the maximum permitted rate of application per acre for any crop is (1) the rate 
recomended by the State Agricultural Experiment Station or (2) the rate custom— 
arily used in the area in which the crop is to be grown, whichever is greater. 
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8, Maximum requirements. The maximum requirement of any person for fertilizer 
for use on any crop is the product of the acreage of the crop to be grown malti- 
plied by the. highest permitted rate of application per acre. Fertilizer in ex~ 
cess of maximum requirements may not be delivered or used. 


9. Applications; purchase orders, Fertilizer may not be delivered to any per-~ ora 
son for use on farm crops unless an application or a purchase order has been "Fame 
executed, setting forth (1) the grade of fertilizer desired, (2) the quantity 
desired, (3) the crop on which the fertilizer is to be used, (4) the rate of ee 
application per acre, and (5) the acreage to be fortilized. : i ae 
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10, Area distribution. Bach fertilizer manufacturer, dealer, and agent must 
make fertilizer available according. to crop requirements during 1944-45 in every 
locality where he made it available for use in 1943-44, unless he has adequate 
proof that crop requirements are being adequately served otherwise. 


11. Victory garden fertilizer, The approved list of grades (Schedule I) 
designates one victory garden grade of mixed fertilizer for each of 38 States-— 
for States in the New England, Middle Atlantic, Southeastern, Florida, and West 
South Central areas, 5-10-5; for States in the Middle West area, 4-l2-4; and for 
States in the Pacific Coast area, 6-10-4. In addition, nitrate of soda, by- 
product -nitrate of soda; ammonium nitrate, superphosphate, muriate of potash, and 
straight carriers of organic nitrogen are designated as victory, garden grades 

for all States. Fertilizer manufacturers, dealers, and agents may not deliver, 
in a package of less than 80 pounds, any other grade for use on victory gardens, 
Such fertilizer must be labeled "Victory Garden Fertilizer — For Food Production 
Only." ..... Fertilizer of any approved grade may be delivered in packages of 80 
pounds or more for use on victory gardens and may be labeled as indicated above, 
~«e-- NO person may use on victory gardens any fertilizer delivered in violation 
of these provisions, 


12. Specialty fertilizer. During 1944-45 a fertilizer manufacturer (1) may make 
only one grade of mixed specialty fertilizer for sale in any particular State unde, 
his own brand and registration and (2) may make only one grade of such fertilizer 
for any other person who purchases it for resale in any particular State under 

his brand and registration. In addition, any fertilizer material cligible for 
direct sale may be delivered as a specialty fertilizer. Mixed specialty fertilize; 
need not be of an apvroved grade but must contain at least 16 units of available 
plant-food, in terms of nitrogen, phosphoric acid and potash. -~—--- A manufac-— 
turer (1) may not use in specialty fertilizers (straight or mixed) during 1944-45 
any more nitrogen or potash than he used for specialty fertilizer purposes in 
1941-42 or 1942-43, whichever is the greater amount, and (2) may not use in 
specialty fertilizers any more insoluble organic nitrogen than he used for 
specialty fertilizer purposes in 1943-44, ..... No fertilizer other than specialty 
fertilizer may be delivered or used for lawns, parks, golf courses, cemeteries, 
roadsides, and the non-commercial production of flowers, bulbs, shrubs, trees, or 
other ornamental plants. 


13, Fertilizer for comercial production of Tlowers,. bulbs,-etc. Fertili ger of 
any approved grade and specialty fertilizer may be delivered and used for the 
commercial production of flowers, bulbs, shrubs, trees, and ornamental plants. 
eee NO more nitrogen or potash nay be delivered to or used by any person for 
such purposes than such person used during 1941-42 or 1942-43, whichever anount 
is greater, 


14, Exemptions from the Order. (1) Delivery of fertilizer or fertilizer materials 
to a fertilizer manufacturer for use in making mixed fertilizer, (2) Delivery | 
and use of fertilizer for military installations of Arny, Navy, Marine, and Coast 
Guard. (3) Delivery to education institutions or publicly-owned agricultural 
institutions, and use by them of fertilizer for experimental purposes. (4) 
Manufacturer and delivery of starter fertilizers in pressed tablet form or 
completely soluble form, 


must nova, fo: two 
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16. ane liaheoay provisions, The snended ‘orden: eonsebee prov Si 
to or identical with the corresponding provisions of the 1943-: ie 3 
to directions by the Director, State regulations, the Federal Exp Ds pa 

Mo sade s and inspections, ‘petition ils huveanesianth aaa hardship, and olations 
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“17. Gomminications, Communications should be said Peters to. ee Direc 
Office of Materials and Beet A Uke 8; War Food Adninistration, Washington 
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JUNE 30, 1944 


OFFICE OF MATERIALS AND FACILITIES. 


{WFO 5, Amdt. 1] 
Part 1206—FERTILIZER 
DELIVERY AND USE OF FERTILIZER 


Effective July 1, 1944, War Food Order 
No. 5 (formerly Food Production Order 
No. 5)’ is hereby revised and amended in 
its entirety to read as follows: 


The fulfillment of requirements for the 
defense of the United States will result 
in a shortage in the supply of fertilizer 
for defense, for private account and for 
export; and the following order is deemed 
necessary and appropriate in the public 
interest and to promote the national 
defense: 


Fertilizers for Farm Use 


§ 1206.1 Conditions of manufacture, 
delivery and use of fertilizers. No fer- 
tilizer manufacturer, dealer or agent 
shall, subject to the exemptions provided 
herein, deliver for use on crops, and ne 
person shall use on crops, in any of the 
States listed in Schedule I, attached 
hereto, any grades of fertilizer other than 
the grades designated in,such schedule 
as applicable to the respective States 
listed therein, and where a grade is des- 


ignated on such schedule as available - 


only for a particular crop or purpose, 
such grade shall be delivered for use and 
used only on such crop or for such pur- 
pose. All fertilizers, whether mixed or 
unmixed materials, manufactured and 
delivered for general crop use, may be 
packaged only in units of 80 pounds or 
more net weight. Unapproved grades in 
bags in the hands of manufacturers, 
dealers or agents on June 30, 1944, are 
exempt from the foregoing provisions, as 
is their use by any person. 


§ 1206.2 Fertilizer ingredients for 
home .mixing and direct application. 
Each fertilizer manufacturer, dealer and 
agent shall make available to home mix- 
ers the same percentage of his 1944—45 
supply of each fertilizer material as he 
delivered for such use from his 1940-41 
or 1941-42 supply, whichever is greater. 
There shall be no discrimination against 
any customer who wishes to purchase fer- 
tilizer materials for inclusion in home 
mixtures. 


§ 1206.3 Permitted rate of application 
per.acre. The Director may fix the maxi- 
mum rate of application per acre for use 
on any crop, and in connection therewith 
may, in his discretion, fix the maximum 
pounds of any individual fertilizer com- 
ponent to be applied per acre. In the 


18 FR. 14649, 9 F.R. 632, 2593, 4319. 


absence of the exercise of this authority 
by the Director, no person shall use any 
fertilizer on any crop at a rate of applica- 
tion per acre in excess of (1) the rate 
recommended by the State Agricultural 
Experiment Station in the State con- 
cerned or (2) the rate customarily used 
in the area in which the crop is to be 
grown, whichever is greater. 


§ 1206.4 Maximum requirements. The 
maximum requirement of any person for 
fertilizer for use on any crop shall be 
the acreage of the crop to be grown mul- 
tiplied by the highest rate of application 
per acre permitted by § 1206.3. No per- 
son shall use or acquire any fertilizer in 
excess of his maximum requirements. 
No fertilizer manufacturer, dealer or 
agent shall deliver to any person any 
fertilizer for use on crops in excess of 
such person’s maximum requirements. 


§ 1206.5 Distribution and delivery. 
(a) No fertilizer manufacturer, dealer 
or agent, shall, in the year ending June 
30, 1945, deliver to any person any fer- 
tilizer for use by such person on farm 
crops, unless an aviiivation or a pur- 
chase order has been executed clearly 
setting forth the grade and quantity of 
fertilizer desired, the crop upon which 
it is to be used, the rate of applica- 
tio; wer acre and the acreage to be fer- 
tilized. The purchaser shall be provided 
with a copy of the application or order. 

(b) Hach fertilizer manufacturer, 
dealer and agent, shall, during the 1944— 
45 season, make fertilizer available ac- 
cording to crop requirements in each 
geographical locality in which such 
manufacturer, dealer and agent made 
fertilizer available for use in the 1943- 
44 season, unless such manufacturer, 
dealer or agent has adequate proof that 
crop requirements for fertilizer in any 
such locality are being adequately pro- 
vided by other manufacturers, dealers 
or agents, 


Victory Gardens 


§ 1206.6 Victory garden fertilizer. Fer- 
tilizer manufacturers, dealers or agents 
may deliver fertilizer for use on victory 
gardens in any State listed on Schedule 
I, in package of less than 80 pounds, 
only of the grade or grades designated 
in Schedule I for victory gardens in such 
State. Such fertilizer shall be labeled 
“Victory Garden Fertilizer—For Food 
Production Only.” The grades so desig- 
nated in Schedule I are recommended for 
use on victory gardens, but fertilizer of 
any approved grade for any State may 
be delivered, in packages of 80 pounds 


or more, for use on victory gardens in 
such State and may be labeled as indi- 
cated above. No person shall use on vic- 
tory gardens any fertilizcr delivered in 
violation of this section. 

Fertilizer for Non-Food Use 


§ 1206.7 Fertilizer for non-food use-— 
(a) Manufacture of specialty fertilizer. 
During the year ending June 30, 1945, 
each fertilizer manufacturer may man- 
ufacture only one grade of mixed spe- 
cialty fertilizer for sale in any particular 
State under his own brand and registra- 
tion, and only one grade of such fer- 
tilizer for any other person who pur- 
chases it for resale in any particular 
State under his brand and registration. 
Such grade need not be an approved 
grade, but it must contain at least i6 
units of available plant food, in terms 
of nitrogen, phosphoric acid and potash. 
Any fertilizer material eligible for direct 
Sale may also be delivered as a specialty 
fertilizer. No manufacturer, however, 
shall use in specialty fertilizers (straight 
or mixed), during the year ending June 
30, 1945, quantities of nitrogen and pot- 
ash in excess of the quantities of such 
materials used by him for specialty fer- 
tilizer purposes in the year ending June 
30, 1942, or the year ending June 30, 1943, 
whichever is greater; and, with respect 
to nitrogen, no manufacturer shall use 
in specialty fertilizers a quantity of in- 
soluble organics in excess of the quantity 
of such material used by him for spe- 
cialty fertilizer purposes during the year 
ending June 30, 1944. 

(b) Use of specialty fertilizer. No 
fertilizer manufacturer, dealer or agent 
Shall deliver for use, and no person shall 
use, on lawns, parks, golf courses, ceme- 
teries, roadsides, and the non-com- 
mercial production of flowers, bulbs, 
shrubs, trees, or other ornamental plants, 
any fertilizer other than _ specialty 
fertilizer. 

(c) Use of fertilizer for the commercial 
production of flowers, bulbs, shrubs, 
trees, and ornamental plants. Fertilizer 
of any approved grade and specialty 
fertilizer may be delivered for use and 
used on the commercial production of 
flowers, bulbs, shrubs, trees, and orna- 
mental plants. However, no fertilizer 
manufacturer, dealer or agent shall 
deliver any fertilizer to any person, and 
no person shall use any fertilizer, for 
such purposes in excess of the quantity 
of fertilizer, in terms of nitrogen and 
potash, used by such person for such 
purposes during the year ending June 30, 
1942, or the year ending June 30, 1943, 
whichever is greater. 
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Exemptions 


§ 1206.8 Exemptions. Notwithstanding 
any other provisions of this order: 

(a) Deliveries to fertilizer manu- 
facturers. Any person may deliver 
fertilizer or fertilizer materials to a 

’ fertilizer manufacturer for use in the 
manufacture of mixed fertilizer. 

(b) Deliveries to armed forces. Ferti- 
lizer manufacturers, ‘dealers or agents 
may deliver any quantity of fertilizer for 
use in establishing and maintaining grass 
and other vegetation at Air Force Sta- 
tions of the United States Army, Navy, 
Marine Corps and Coast Guard, and at 
other military installations for establish- 
ing and maintaining grass and other 
vegetation, where such is certified, in the 
case of the Army, by the Division. Engi- 
neer, or, in the case of the Navy, Marine 
Corps and Coast Guard, by the Agrono- 
mist, Bureau of Aeronautics, Navy De- 
partment, as essential for training activi- 
ties, operations or health. 


(c) Deliveries for experimental pur- 
poses to educational institutions. Any 
fertilizer may be delivered to and used 
by educational institutions or publicly 
owned agricultural institutions for ex- 
perimental purposes. 


(d) Starter fertilizers. Nothing herein 
shall be construed to prohibit the manu- 
facture or delivery of starter fertilizers 
in pressed tablet form, or in a completely 
soluble form. 


Miscellaneous Provisions 


§ 1206.9 Records and reports. Each 
fertilizer manufacturer, dealer and agent 
who delivers fertilizers to any person, 
other than a manufacturer, dealer or 
agent, shall keep a record of each such 
delivery involving a quantity of over 250 
pounds, showing the person to whom 
delivery was made, the date of delivery, 
and the quantity of fertilizer materials 
or grade of mixed fertilizer. (For this 
purpose, the taking of fertilizer by a 
manufacturer, dealer or agent for use on 
his own crops shall be treated as a deliv- 
ery.) Such records shall be retained for 
a period of two years. Applications or 
purchase orders received by manufactur- 
ers, dealers or agents pursuant to para- 
graph (a) of §1206.5 shall also be 
retained for a period of two years. In 
addition, the Director shall be entitled to 
obtain such information from, and re- 
quire such reports and the keeping of 
such other records by, any person, as 
may be necessary or appropriate, in the 
Director’s discretion, to the enforcement 
or administration of the provisions of 
this order. 


§ 1206.10 Directions. Each person af- 
fected by this order shall comply with 
such directions as may be issued from 
time to time by the Director with respect 
to the quantities, grades and kinds of 
mixed fertilizers to be manufactured and 
with respect to the delivery and use of 
any fertilizers. 


§ 1206.11 State regulations. Nothing 
contained in this order shall be con- 
strued to permit the delivery or use of 
any grade of fertilizer in any State where 
the use or delivery of such grade in such 
State is specifically prohibited by such 
State. 


$1206.12 Federal Explosives Act. 
Nothing contained in this order shali be 
construed to supersede or affect in any 
manner whatsoever the licensing and 
other requirements of the Federal Ex- 
plosives Act of December 26, 1941 (55 
Stat. 863), as amended, and the regula- 
tions issued thereunder by the Bureau of 
Mines of the United States Department 
of the Interior. 


§ 1206.13 Definitions. 
poses of this order: 

(a) “Fertilizer” means any material 
used as a plant food containing one or 
more of the following: nitrogen, phos- 
phorus, or potassium, excluding, how- 
ever, unprocessed animal and poultry 
manure, peat, humus and basic slag. 

(b) “Grade” means the minimum 
guaranteed plant food content of any 
fertilizer expressed in percentages of its 
principal plant food, components in the 
following order: nitrogen, available 
phosphoric acid and available potash. 

(c) “Approved grade” means any 
grade of fertilizer listed in Schedule I 
attached hereto. 

(d) “Rate of application per acre” 
means the total pounds of fertilizer ap- 
plied per acre. Where single-strength 
or multiple-strength grades are substi- 
tuted, one for the other, the pounds of 
fertilizer shall be increased or decreased 
in accordance with the nitrogen, phos- 
phoric acid and potash content of the 
grades used and replaced. 

(e) “Victory garden” means any gar- 
den planted primarily for the non-com- 
mercial production of vegetables and 
small fruits. 

(f) “Specialty fertilizer” means any 
fertilizer which is prepared for use on 
lawns, shrubbery, trees, flowers, bulbs, 
parks and parkways, malls and road- 
sides, cemeteries, golf courses, trees, and 
other ornamental plants. 

(g) “Fertilizer manufacturer” means 
any person who manufactures or mixes 
fertilizer for sale. 

(h) “Dea! ©” means any person, other 
than a fertilizer manufacturer, who 
purchases fertilizer for resale. 

(i) “Agent” means any person, other 
than a fertilizer manufacturer, who re- 
ceives fertilizer on a consignment basis 
for sale. 

(j) “Person” means any individual, 
partnership, association, business trust, 
corporation, or any organized group of 
persons whether incorporated or not. 
The term “person” shall also include the 
United States or any agency thereof, and 
a State or any political subdivision or 
agency thereof. 

(k) “State” means any of the 48 States 
and the District of Columbia. 

(1) “Director” means the Director of 
the Office of Materials and Facilities of 
the War Food Administration. 


§ 1206.14 Audits and inspections. 
The Director shall be entitled to make 
such audit or inspection of the books, 
records and other writings, premises or 
stocks of fertilizer of any persons, and to 
make such investigations, as may be 
necessary or appropriate, in the Direc- 
tor’s discretion, to the enforcement or 
administration of the provisions of this 
order. 


For the pur- 


$1206.15 Petition for relief from hard- _ 


ship. Any person affected by this order _ 


who considers that compliance herewith 
would work an exceptional and unreason- 
able hardship on him may apply in writ- 
ing for relief to the Director, setting forth 
in such petition all pertinent facts and 
the nature of the relief sought. The 
Director may thereupon take such action 
as he deems appropriate, which action 
shall be final. 


$1206.16 Violations. In accordance 
with the applicable procedure, any per- 
son who violates any provision of this 
order may be prohibited from receiving, 
making any deliveries of, or using fer- 
tilizer. In addition, any person who wil- 
fully violates any provision cf this or- 
der is guilty of a crime and may be prose- 
cuted under any and all applicable laws. 
Further, civil action may be instituted 
to enforce any liability or duty created 
by, or to enjoin any violat on of, any 
provision of this order. 


§ 1206.17 Delegation of authority. 
The administration of this order and 
the powers vested in the War Food Ad- 
ministrator, insofar as such powers re- 
late to the administration of this order, 
are hereby delegated to the Director. 
The Director is authorized to redelegate 
to any employee of the United States 
Department of Agriculture any or all of 
the authority vested in him by this 
order. 


§ 1206.18 Territorial application of or- 
der. This order shall have application 
only in the 48 States and the District of 
Columbia of the United States. 


§ 1206.19 Communications. All re- 
ports required to be filed hereunder and 
all communications concerning this or- 
der shall, unless instructions to the con- 
trary are issued by the Director, be ad- 
dressed to the Director, Office of Mate- 
rials and Facilities, War Food Admin- 
istration, Washington 25, D. C., Ref. 
WFO-5. 

Nore: All record keeping requirements of 
this order have been approved by, and sub- 
sequent reporting and record keeping re- 
quirements will be subject to the approval 
of the Bureau of the Budget in accordance 
with the Federal Reports Act of 1942. 


(54 Stat. 676, 55 Stat. 236, 56 Stat. 176; 
E.O. 9280, 7 F.R. 10179; E.O. 9322, 8 FR. 
3807; E.O. 9334, 8 F.R. 5423; E.0. 9392, 8 
F.R. 14783) 


Issued this 30th day of June, 1944. 


ASHLEY SELLERS, 
Assistant War Food Administrator. 


SCHEDULE I—FERTILIZER GRADES FOR 1944-1945 


GRADES APPLICABLE TO ALL STATES 


Nitrate Jofi¢sodas.eho sesso see ee 116-0-0 
By-product nitrate of soda_________ 114-0-0 
Nitrate of potash__-_._.-_-_.-._-.. 14-0-14 
Sulphate of ammonia__-_20 (or higher) -0-0 
Cyanamid= 22. 20 (or higher) -0-0 
Wramon 335. Secs een os See eae ae 0-0 


Ammoniated superphosphate_-4 (or higher) 
-16 (or higher) —0 
Ammonium phosphate__--.---- _-- 11-48-0 


1 This grade is designated for use on victory 
‘gardens in conformity with the provisions 
of § 1206.6, but is not limited to such use. 
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- Scurepute I—FerTiLizer Grapes For 1944-1945 
Ammonium phosphate-sulphate__.. 16-20-0 


Cal=-nitros-o2—-— 20 (or higher) -0—-0 
A-N-L------- Se ae 20 (or higher) -0-0 
Ammonium nitrate___-130 (or higher) -0-0 
Potassium nitrate_______ 140-44 (or higher) 
Superphosphate_________ 10-18 (or higher) -0 
Muriate of potash___-_-__ 10-0-50 (or higher) 
Sulphate of potash_____- 0-0-48 (or higher) 
Manure salts______-__-- 0—0-22 (or higher) 
Sulphate or potash magnesia_____-_- 0-0-18 

(or higher) 
outshine = 22. Se eee 0-0-6 
Ground phosphate rock___...--..Any Grade 
Colloidal phosphate__-__---__---- Any Grade 
Cotton null “ash——2.. =~ Any Grade 
IW OOGEREN ae eso sewn oes} Any Grade 
Straight carriers of organic nitrogen 

1 Any Grade 


NEW ENGLAND AREA 


Maine: 0-10-20; 0-14-14; 4-124; 4-12-8; 
4-12-16; 5-7-10; 5-8-7; 5-10-57; 5-10-10; 
6-9-15; 7-7-7. 

New Hampshire: 0-10-20; 0-14-14; 4-124; 
4-12-8; 4-12-12; 4-12-16; 5-8-7'; 5-10-57°; 
5-10-10; 6-3-6 8; 7-7-7. 

Vermont: 0-10-20; 0-14-14; 4-12-4; 
4-12-8; 4-12-16; 5-8-7'; 5-10-57; 5-10-10; 
6-3-6 *; 7-7-7. 

Massachusetts: 0-10-20; 0-14-14; 4-10-03; 
4-124; 4-12-8; 4-12-16; 5-3-5'3%; 5-5-15°%; 
5-8-7 1; 5-10-52; 5-10-10; 6-3-6 %; 7-7-7. 

Rhode Island: 0-10-20; 0-14-14; 4-12-4; 
4-12-8; 4-12-16; 5-8-7; 5-10-57; 5-10-10; 
7-7-7. 

Connecticut: 0-10-20; 0-14-14; 4-10-04; 
4-12-4; 4-12-8; 4-12-16; 5-3-5'*; 5-5-15 3; 
5-8-7 !; 5-10-52; 5-10-10; 6-3-6 *; 7-7-7. 


Unless prohibited hereinbelow, multiples 
(higher analyses with the same ratio) of the 
foregoing approved grades may be manufac- 
tured and delivered. 


1No multiples permitted. 
?Victory garden fertilizer. 
®* Tobacco only. 

4 Tobacco plant beds only. 


MIDDLE ATLANTIC AREA 


New York: 0-10-20; 0-12-12; 3-9-12; 
3-9-15; 3-12-6; 48-12; 4-124; 4-12-8; 
5-10-5!; 5-10-10; 7-7-7. 

Pennsylvania: 0-12-12; 0—-14—-7; 3-9-12; 3-9- 
15; 3-12-6; 4-8-12; 4-124; 4-12-8; 4-12-12; 
5-10-51; 5-10-10; 7-7-7; 10—6-4. 

New Jersey: 0-12-12; 0-14—7; 3-9-12; 3-9-15; 
3-12-6; 4—8-12; 4-12-4; 4—12-8; 5-10-5 '; 5-10- 
10; 7-7-7; 10-64. 

Delaware: 0-12-12; 0-14—7; 2-12-12; 3-9-12; 
38-9-15; 3-12-6; 4-8-12; 4-12-4; 4-12-8; 5-10- 
51; 5-10-10; 6-8-6; 7-7-7; 10—0—-10; 10-64. 

Maryland and the District of Columbia: 
0-10—20; 0-12-12; 0—-14—7; 2-12-12; 3-9-12; 3- 
9-15; 3-12-6; 4—8-12; 4-124; 4-12-8; 5-10-5}; 
5-10-10; 6-8-6; 7—7—7; 10—0—10; 10-6-4. 

Virginia: 0-12-12; 0—14—7; 2—10-6 *; 2-12-12; 
3-8-5 *; 3-9-67; 3-9-9; 3-9-12; 3-12-6; 4-9- 


3%; 4-10-6; 4-12-4; 4-12-8; 5-5-20?; 5-10-51; 
6-8-6; 7-7-7‘; 10-0-10; 10-6-4°. 

West Virginia: 0-12-12; 0-14-7; 3-12-6; 4- 
12-4; 4-12-8; 5-10-5 '; 5-10-10; 7-7-7; 10-6—4. 


Multiples (higher analyses with the same 
ratio) of the foregoing approved grades may 
be manufactured and delivered. 


1vVictory garden fertilizer. 
? Tobacco only. 

’ Tobacco plant beds only. 
‘Top dressing only. 
°Fruit only. 


SOUTHEASTERN AREA 


North Carolina: 0-8-16 (basic 500 lbs.); 
0-12-12 (basic 300 lbs.); 0-14-7; 2-10-6'; 
2-12-12; 3-8-5'; 3-9-6'; 3-9-9; 3-9-12; 
3-12-6; 4-8-8; 4-9-3°; 4-10-6; 4-124; 5-5-— 
20'; 5-10-5*; 5-7-5; 6-8-6; 10-0-10. 

South Carolina: 0-12-12; 0-14—-7; 3-9-6); 
3-9-9; 3-9-12; 3-12-6; 4-8-8; 4-9-3 ?; 4-10-6; 
4-12-4; 4-12-12; 5-10-53; 5-10-10; 6-8-6; 
6-9-3; 7-7-7. 

Georgia: 0-14-7; 0-14-10; 2-12-6; 3-9-6; 
3-9-9; 3-12-6; 4-4-8'; 4-8-6; 4-8-8; 4-9-3727: 
4-10-6; 4-124; 5-10-5*; 6-8-6; 6-8-8; 
10—0-10. : 

Alabama: 0-14-10; 3-9-9; ' 4-10-4; 4-10-7; 
5-10-5'; 6-8-4; 6-8-8. 

“ Mississippi: 0-14—7; 4-8-8; 5-10-53; 6-8-4; 
6-8-8. 

Tennessee: 0-12-12; 0-144; 0—-14-7; 2-12-6; 
3-9-6; 4-8-8; 4-8-12; 4-12-4; 5-5-10; 5-10-5?; 
6-8-4; 7-7-7; 8-5-5; 10-6—4. 


1 Tobacco only. 

* Tobacco beds only. 

‘Victory garden fertilizer. 
‘Victory garden fertilizer only. 


FLORIDA AREA 


Florida: O0—8-12; 0-8-24; 0-10-10; 0-12-16; 
0-14-5; 0-14-10; 0O-16-0 plus mn; 2-8-6; 
2-8-10; 2-10-4; 3-6-8; 3-6-10; 3-8-5; 3-8-8; 
4-4-8; 4-5-7; 46-8; 4-7-5; 4-8-4; 4-8-6; 
4-8-8; 4-9-3; 4-10-7; 4-12-4; 4-12-6; 5-5-8; 
5-6-10; 5-7-5; 5-8-8; 5-10-5'; 6-4-8; 6-6-6; 
8-0-8; 8-0-12; 12-0-10. 


1Victory garden fertilizer only. 
WEST SOUTH CENTRAL AREA 


Arkansas : 0-10-20; 0-12-12; 0—14—7; 3—-9-18; 
3-12-6; 4-8-8; 4-12-4; 5-10-5'; 6-8-4; 68-12; 
8-8-8; 10-6-4. 

Louisiana: 0-12-12; 0-14-7; 3-12-12: 4-8-8; 
4-12-4; 4-12-8; 5-10-5'; 6-8-4; 6-8-8; 6-9-6; 
8-8-8; 9-6-9; 10-0-10; 10-6-4; 12-80. 

Tezas: 0-14-7; 4-8-8; 4-10-0; 412-4; 5- 
10-5 '; 6-8-4; 6-12-0; 6-30-07; 10-10-0; 10- 
20-0; 12-15-0. 

Oklahoma: 0-14—-7; 2-12-6; 4-12-0; 4-12-4; 
5-10-5'. 


Multiples (higher analyses with the same 
ratio) of the foregoing approved grades may 
be manufactured and delivered. 


1Victory garden fertilizer. 
*Pan Handle and West Texas only. 


MIDDLE WEST AREA 


Illinois: 0-9-27; 0-10-20; 0-12-12; 0-14~7; 
0-20-10; 0-20-20; 2-12-6; 3-9-18; 3-12-12; 3- 
18-9; 4-12-41; 4-12-8; 8-8-8; 10-64. 

Indiana: 0-6-18 *; 0-9-27; 0-10-20; 0-12-12; 
0-14-7; 0-20-10; 0-20-20; 2~12-6; 3-9-18; 3- 
12-12; 3-18-9; 4-12-41; 4-12-8; 5-10-10; 8-8- 
8; 10-6-4. 

Towa: 0-9-27; 0-10-20; 0-12-12; 0-14—7; 0- 
14-14; 0-20-10; 0-20-20; 2-12-6; 2-16-8; 3-9- 
18; 3-12-12; 3-18-9; 4-12-41; 4-12-8; 4-164; 
8-8-8; 10-6-4. 

Minnesota: O-9-27; 0-10-20; 0-12-12; O- 
12-24; 0-12-36; 0-14—7; 0-20-10; 0-30-15; 0- 
20-20; 2-12-6; 2-16-8; 3-9-18; 3-12-12; 3-18- 
9; 4-12-41; 4-12-8; 4-24-12; 4-16-16; 6-12- 
18; 8-8-8; 8-16-12; 10-64. 

Ohio: O-9-27; 0-10-20; 0-12-12; 0O~-14-7; 
0-20-10; O-20-20; 2-12-6; 3-9-18; 3-12-12; 
3-18-9; 4-12-4'; 4-12-8; 5-10-10; 8-8-8; 
10-64. 

Wisconsin: 0-6-18"; O-9-27; 0-10-20; 0- 
12-12; 0Q-14-7; 0-14-14; 0-20-10; 0-20-20; 
2-12-6; 3-9-18; 3-12-12; 3-18-9; 4-12-41; 
4-12-8; 6-6-18; 8-8-8; 10-6-4. 

Michigan: 0O-6-187; 0O-9-27; 0-10-20; 0- 
12-12; 0-14-7; 0-14-14; 0-20-10; 0-20-20; 
2-12-6; 2-16-8; 3-9-18; 3-12-12; 3-18-9; 4- 
12-4'; 4-12-8; 4-16-4; 8-8-8; 10-6-4. 

Missouri; O-10—-20; 0-12-12; 0-147; 0- 
20-10; 0-20-20; 2-12-6; 3-9-18; 8-12-12; 3- 
18-9; 4-12-4%; 4-12-8; 5-10-10; 8-8-8; 
10-64. 

Kentucky: 0-12-12; 0-14-7; 0-20-10; 0o- 
20-20; 2-12-6; 3-9-6; 3-12-12; 3-18-9; 4 
12-01; 4-12-4%; 4-12-8; 5-10-10; 6-8-6; 
8-8-8; 10-6-4. 


‘Victory garden fertilizer only. 

*To contain 700 pounds NaCl per ton. 
3 Victory garden fertilizer. 

4Tobacco plant beds only. 


PACIFIC COAST AREA 


Arizona: 4-8-0 (manure base only) ; 4-12-4; 
4-19-5; 6-10-41; 6-12-0; 618-0; 8-8-0; 
8-12-0; 8-16-0; 10-10-0; 10-20-0; 10—38~-0; 
14-6-0. 

California: 0-10-8; 0-10-12; 2-10-8; 4-6-8; 
4-10-10; 4~-12-4; 4-18-18; 5-12-5; 5~-14-9; 
6-9-6; 6-10—4!; 6-12-8; 6-16-6; 8—0-12; 8-6-8; 
8-8-4; 8-10-12; 10-5-5; 10-5-10; 10-10-0; 
10-10-5; 10-12-10; 10-16-8; 10—-20-0; 12-0-14; 
12-6—-0; 14-0-8; 15-8-4; 17-7-0. 

Oregon: 0-12-20; 3-10-10; 3-10-20; 412-4; 
4-12-8; 5-6-8; 5-10-10; 5-10-20; 6-10-41; 
6-30-0; 10-10-0; 10-10-5; 10-16—8; 10-20-0; 
i2—-12-0; 17-12-0; 17-44. 

Washington: OQ-12-20; 3-10-10; 3-10-20; 
4-12-4; 4-12-8; 5-6-8; 5-10-10; 5-10-20; 
6-10-4'; 6-30-0; 10-10-0; 10-10-5; 10-16-8; 
10-—20-0; 12-12-—0; 17-12-0; 17-44. —~ 

Idaho: 0-12-20; 3-10-10; 3-10-20; 4~-12-4; 
4-12-8; 5-6-8; 5-10-10; 5-10-20; 6-104); 
6-12-0; 6-30—-0; 10-10-0; 10-10—5; 10-16-8; 
10-20-0; 12~12-0; 17-12-0; 17-4~4. 


'Victory garden fertilizer. 
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UNITED STATES DEPARTMENT OF AGRICULTURE 
WAR FOOD ADMINISTRATION 
AGRICULTURAL ADJUSTMENT AGENCY . 
Washington 25, D. ¢C. 


July 29, 1944 


| Feed 13 
SPECIAL SERVICES MEMORANDUM — 122 | Supplement 1 


SUBJECT: Instructions for Allocations of Oilseed Meal by State 
Committees and Advisory Committees for August and the 
Following Months, Supplementing Special. Services 
Memorandum 106 ~ Feed 13 


On all Certificates of Designated Buyer covering the original alloca-~- 
tion of oilseed meal received by a State, the words "Fifteen Days — 
after Date Issued" shall be stricken and the notation "Twelve o'clock 
aidnight of (current month) 15th" shall be typed in lieu thereof. 


Cm subsequent allocations made to States by the Feed Management Branch 
for the month, the same words shall be stricken and the same notation 
shall be entered except that the expiration date shall correspond with 
the date furnished the State with the allocation. 


In those cases where a Certificate of Designated Buyer has been issued 
and for any reason delivery is refused by the Consignee, a new Certi~ 


_ficate may de issued to an eligible user provided the new Certificate 


bears the same axpiration date as the original. 


‘Attached to the new Certificate should be instructions to processors 


as follows: 


This cancels Certificate Number 
issued to 


which you Will return to the (State) 


Agricultural Conservation Committes, 
Address 
for cancellation. 


ALL Certificates returned by the processor, pursuant to the above 
instructions, shall be filed by the State Committee for record purposes 
and no report need be made of such Certificates to the Regional Director 
of Agricultural Adjustment Agency. | 


Inventory limitations have been increased to 90 days. However, para= 


graph 2, Special Services Memorandum 108, Feed 13, 1s unchanged and no 
allocation will be made to mixers or dealers whose inventory exceeds 


60 days. ae eo 
Li CGRARY 
CURRS° SERIAL RECORD 
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U. S. DEPAKIMENT UF AGRICULTURE 


